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@ ARCHITECT @ HEATING CONTRACTOR 


pens = Users 
AGREE ON TRANE 


SK the men who know heating...architects... 
engineers...heating contractors — the men who 
specify and install heating systems in homes, offices, 
apartments, hospitals, stores, factories—and, satisfied 
users—the men who pay the heating costs! These 
men agree on Trane. They like Trane service which 
aids in the proper selection of equipment and helps 
insure correct installation. They like Trane Convector- 
radiators for hot water or steam heating systems, 
scientifically engineered and proved by more than 20 
years in actual operation—now mass-produced and 
available for low-cost installation in homes across 
Canada. These men also endorse Trane Unit Heaters, 
Canada’s popular, universally accepted method of 
industrial heating. 


TRANE CONVECTOR- 
RADIATORS for home, 
office, school, apartment 
and hospital. 


Agree with the experts. Specify Trane and be sure 
Macon et eM re of the result desired—cost-reducing operation and 
flow for industrial and trouble-free satisfaction. Write today, for information 
mercantile applications. to the address below. 


TRANE-VZe veasre awe peating 


BRANCHES ACROSS CANADA FOR FURTHER INFORMATION WRITE TO ADDRESS ABOVE 


LEA 
The Solution: 
Johns-Manville 


The Problem: 


NOISE! 


e No matter how simple or complex your acoustical problem, 
Johns-Manville has the scientifically correct solution. So when you 
choose J-M Acoustical Materials for any type of job... large 

or small... you can be sure of double value from Johns-Manville’s 
35 years of acoustical research and installation experience. 


First, Johns-Manville recommends the right acoustical material 
for each specific condition, then J-M follows through with the 
correct installation to assure maximum efficiency. That’s the all- 
inclusive service . . . the undivided responsibility you receive 
from Johns-Manville. 


For complete information on Johns-Manville Acoustical 
Materials send for free book, “Sound Control”. Write Canadian 
Johns-Manville, Toronto, Montreal, Winnipeg or Vancouver. 


A-726 


JOWMS-MARVILLE 


PRODUCTS 


Johns-Manville Ç 


SMALL WONDER designers 
acclaim the charm of Flexwood panelling. 
For in both the traditional or contemporary manner 

. .. most beautiful decorating effects are achieved against its 
sumptuous, natural wood background. Rich, restful Flexwood will transform 
any room, lift your home out of the ordinary. 


Flexwood is real wood made pliable by a patented process and perma- 
nently bonded to a fabric backing. 


Install Flexwood quickly and easily over existing surfaces. It retains its 


good looks and good taste indefinitely. It’s easy to keep clean and requires 
the minimum of maintenance. 


Write for information and samples. 


UNITED STATES PLYWOOD CORPORATION 
FLEXWOOD DIVISION 


PAUL COLLET 


& COMPANY 


Laurentien Hotel, Montreal, Que. 


Representatives: Products Agencies Limited, New Westminster, B.C. 
Victor Equipment Limited, 445 Main St., Winnipeg, Man. 
Katherine Powell Wallpapers, 47 Yonge St., Toronto, Ont. 
D. L. Macleod and Co. Limited, Moncton, N.B. 
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and NOW 


94 YEARS OF PROGRESSIVE EXPERIENCE 


ee counts...especially in roofing. Convinc- 
ing proof is the record-making Barrett Bonded Job 
No.1... the first of many Barrett ‘‘SPECIFICATION’”’ 
roofs in Canada to outlive its bond without mainte- 


nance or repair. 


Job No. 1 was no accident. It was the result of 
many long years of aggressive pioneering in the built- 
up roofing field. Barrett was the first to promote 
built-up felt, pitch and gravel roofs. First to use 
standard specifications. First to establish approved 
roofers. First to bond built-up roofs. And first to 
develop almost every major refinement in built-up 
roofing practice. Refinements that 
today are accepted as standard in 
the business. Today, the built-up 
felt, pitch and gravel roof is con- 
sidered the finest type of ixdus- 
trial roofing, and the Barrett 
“SPECIFICATION” roof is re- 


garded as leader in the fiield. 


*Reg’d. Trade Mark 


Rely on that reputation. Insist on a Barrett 
“SPECIFICATION” roof ... Canada’s No. 1 Roof. 


The built-up felt, pitch and gravel roof as applied by Barrett in the record- 
making ‘‘SPECIFICATION” roof incorporates these special features: 


ji Barrett “SPECIFICATION” felt—carefully processed 
from selected stock ... must pass rigid tests for tensile 
strength and durability. 
Barrett “SPECIFICATION” pitch—specially refined 
straight-run coal-tar pitch . . . mopped between layers of 
felt, heavy-poured on top. 


tects roof against elements, mechanical damage, wear 
and tear. It interposes a surface of fireproof rock between 


building and flying embers. 


Only these materials, applied by a Barrett Approved 
Roofer in accordance with time-tested Barrett specifica- 
tions, and examined by a Barrett Inspector make the 


Barrett “SPECIFICATION” roof. 


3 Gravel or slag armoured top embedded in hot pitch pro- 


THE BARRETT COMPANY, LIMITED 


Vancouver 


Toronto ° Winnipeg °* 


“CANADA’S No. 1 ROOF” 


Montreal ° 


CRANE for everything in... 


Fi a 


Whether you are planning the design 
of a new school — the remodelling of 
an existing one—or the replacement 


of fixtures to bring sanitary facilities 
up to top efficiency — you will find 
exactly the equipment you need in the 
complete line of Crane plumbing. 


This equipment is especially designed 
to withstand the hard usage to be 
expected in school service. It offers a 
wide selection to meet the varied needs 
of grade, junior and high schools. 


Everything necessary to meet the needs 
of school sanitation is now in pro- 
duction. Some items are available for 
reasonably prompt delivery — others, 
because of a backlog of orders, require 
more time. Latest information on spe- 
cific items is always available from 
your Crane Branch. You can count on 
our co-operation to aid you in your 
planning and in meeting your require- 
ments. 


1-7073R 


CRANE LIMITED: GENERAL OFFICE: 1170 BEAVER HALL SQUARE, MONTREAL 


| A N VALVES ee FITTINGS e« PIPE 
F è PLUMBING © HEATING « PUMPS 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS and PLUMBING AND HEATING CONTRACTORS 
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. A Clean Attractive 


Washroom 
PAYS DIVIDENDS! 


..BY CREATING PLEASED, 
SATISFIED EMPLOYEES! 


Any staff appreciates toilet room cleanliness and 
privacy. Westeel Toilet Partitions—in both Sheet 
Steel and Aluminum—are easy to keep immaculate, 
smart, completely sanitary! They are simple and 
economical to install, baked enamel finish... 
give many years of satisfactory service. Send 
for full particulars today. 


WE ALSO MANUFACTURE: 


Skylights and Ventilators, 


Hollow Steel Doors and 


Windows, Laundry Chutes, 


Kalamein Doors, 


Fire Doors, and all types 
of Shect Metal Work. 


ASK FOR 
CATALOGUE 


WESTEEL PRODUCTS LIMITED 


MONTREAL ¢ TORONTO ¢ WINNIPEG 
REGINA e SASKATOON e CALGARY « EDMONTON + VANCOUVER 


Deliveries dependent on steel supplies. 


In textile plants Glass Blocks eliminate the 
rotting-sash problem completely. And tempera- 
tures are easily controlled; daylighting is 
excellent; maintenance costs are down! 


Twindow insulating window panes pay for 


themselves! Where T window is used for factory 
windows heating and air-conditioning costs are 
lowered. Workers are more comfortable and 
efficient. Lighting is better too; condensation 
practically eliminated! Easily installed! 


No more roofing expenses for the Alliance 
Paper Mills of Canada! The Pittsburgh Corning 
Foamglas insulation being installed is PER- 
MANENT! Foamglas is impervious to moisture, 
vapours and yermin. It can’t swell, shrink, rot, 
warp or burn! First cost is last cost! 


3 BASIC WAYS 


to cut maintenance costs, 
boost output with GLASS! 


Your clients can increase plant production, cut maintenance 
costs three ways with modern glass products. 


1. 


2. 


3. 


Where heat loss is the main problem, PC Glass Blocks 
provide insulation equal to 4 inches of concrete. And 
there is still plenty of daylight to work by! No sash to rot; 
cleaning is simple, economical! 


Where large windows are desired, to prevent workers from 
feeling confined, Twindow is the answer. Twindow insu- 
lating window panes provide plentiful daylight; cut heat- 
loss in winter; add to workers’ comfort and efficiency! 


For wall, roof and floor insulation that LASTS, it’s Pitts- 
burgh Corning Foamglas: moisture proof, resists vermin, 
fire, fumes of most acids. Never needs repairs or replacing 
... over the years your clients really save with Foamglas. 


When drawing plans for new buildings or remodelling old ones, 
investigate the benefits which these modern glass products bring. 
Hobbs are glad to assist you with technical data. For complete 
information about Twindow, Foamglas and Glass Blocks write 
HOBBS Glass Limited, London, Canada. 


Look to Glass 

for better living... 
come to HOBBS 

for glass! 
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requires expert under-the-counter planning 


This behind-the-scenes view of the recently remodeled banking room 
of the Commerce Trust Company, Kansas City, Missouri, shows a 


typical modern Herring-Hall-Marvin counter work installation. 


More and more banks and their architects are depending upon Herring- 
Hall-Marvin engineering service in planning bank equipment arrange- 


ment and installation. 


At no cost or obligation, the Herring-Hall- 


Marvin expert first surveys your client’s needs 


... studies them... then submits a detailed recommendation to you. 


Write for free folder... “Today’s 
Master Architect and the Modern 


Bank.” It further describes en- HERRI NG à HALL ; MARVIN 
ineering à i 1 co- 
primes SAFE CO. of CANADA, co. 


Successor to 
Goldie & McCulloch Company 


Many architects have found this expert counsel saves time as well 


as costly unforeseen construction changes. It’s yours for the asking. 
7 8 y g 


HEAD OFFICES 
365 YONGE STREET 
TORONTO, CANADA 


Canadian Distributors 
FLETCHER SAFE CO. 
of VANCOUVER 
AHERN SAFE CO. 
of MONTREAL 
—and many others 
throughout the Dominion 


a 


EMPIRE BRASS MFG. CO., LTD. 


LONDON, CANADA 


AS CROWN JEWELS are the cherished possession of 
empires, EMCO Smoothbore WROT Copper Fittings now 
become the pride of EMPIRE BRASS MFG. CO. LIMITED. 


For the First Time in Canada . . . EMCO now offers . .. 
a complete piping system of everlasting Copper ... to meet 


the most exacting requirements for HEATING, PLUMBING, 
REFRIGERATION and AIR-CONDITIONING 


tions. The same high-quality that is typical of all 
EMCO products... USE THE BEST... INSTALL 
EMCO Smoothbore. 


EMPIRE BRASS MFG. CO. “MITEN 


LONDON HAMILTON TORONTO SUDBURY WINNIPEG VANCOUVER 


installa- 
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Architects : 
A. & P. C. AMOS, 
DAVID GOODMAN, 
GORDON Mc. 


A Modern Metal 
for a Modern Hotel 


# = 


featured in the new Laurentien 


Extruded facings of Alcan aluminum, rising full 
height, give smartness and grandeur to Montreal’s 
new Laurentien Hotel. Aluminum window sills, 


store fronts, lintels, thresholds and entrance cano- 
pies further highlight the fine appearance of this 
imposing building. 


Rustproof, corrosion-resistant aluminum was a 
natural choice for the exterior of the Laurentien 


as well as for a hundred and one fittings and 


applications within, including mouldings, bathroom 


trim, hand rails, ventilation ducts, radiator covers, 


metal clad fire doors — fittings and furnishings of 


modern design and lifetime service at lowest main- 


tenance cost. 


There are many applications of Alcan aluminum 


in present-day commercial, industrial and residential 


construction. 


Information and descriptive literature will be sent 
you on request. Write our nearest sales office. 


ANY OF CAN 


| ‘Wy [ D. | 


i Prod 


ucers and Processors of Aluminum for Canadian Industry and World Markets 


> 


e VANCOUVER a WINDSOR 


10 


HARDWARE 
of 
DISTINCTION 


BELLEVILLE-SARGENT \&2 CO] “I-Mate D 
BELLEVILLE . ONTARIO 
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JOHNS-MANVILLE 4) SIDING SHINGLES 


the asbestos-cement 


siding shingle that 
e 


ca, 


syle 


HE attractively grained texture, 

the wavy, irregular shadow lines 
of J-M Cedargrains provide an ex- 
terior sidewall treatment that will 
add charm and distinction to a wide 
variety of homes. 


In addition, Cedargrains can’t 
burn, rot or wear out — never need 
paint to preserve them — they are as 
permanent as stone itself! 


Cedargrains have all the pleasing texture and attractive graining of fine weathered 
wood and yet they are absolutely fireproof! They are adaptable to both conven- 
tional and contemporary architecture . . . provide quiet dignity for fine homes. 


Available in two colours, Dover White and Whenever your specifications call for strik- Cedargrains are adaptable to a wide range 
Silver Gray, Cedargrains are excellent for ing beauty and maximum protection from of architectural styles. They can be used 
new construction and in remodelling the hazards of fire, weather and wear you in conjunction with other building mate- 
they can be applied over old exterior walls. can safely recommend J-M Cedargrains. rials to provide lasting charm and beauty. 


JOHNS - MANVILLE 


PRODUCTS 


For additional information on Cedargrains 
write Canadian Johns-Manville, Toronto. 
Montreal, Winnipeg or Vancouver. 
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CANADIAN. “_ LIMITED 


 _VICE S 


HEAD OFFICE - MONTREAL 


Representatives in principal cities 
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GENERAL (3) ELECTRIC 
TWIN TURRET FIXTURE 
Equipped with a NEW on 1M P RO | E Ù 


LAMPHOLDER 


@ The Twin Turret lampholder is just one of the many features 
which make this the outstanding industrial luminaire. They 
reduce time and save effort in installing, servicing and cleaning 
G-E industrial fluorescent fixtures. 


Check these General Electric features that make the Twin 
Turret a better fixture. 


1. HANGER CLAMP. Hanger can be located at any point on the 
housing, thus making it unnecessary to position conduit exactly. 
Clamp is securely held by turning down only one bolt. 


2. TWIN TURRET LAMPHOLDER. All possibility of lamps working 
loose is effectively eliminated. Lamps can be quickly and simply 
installed or serviced. 


3. QUICK RELEASE FASTENER. A quarter-turn of the fastener 
releases or fastens the reflector. No wing nuts, no tools needed. 
Two on each reflector make it simplicity itself-to mount or remove. 


All GE reflectors are finished white inside and out... available 
in either porcelain or baked enamel. For full particulars get in 


touch with your nearest CGE office. 
47-FJ-3 


CANADIAN GENERAL ELECTRIC &2 LD 


HEAD OFFICE — TORONTO 
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We mean the stainless steel, of course. For its everlasting brightness 
has real customer pulling power. Its magic works for all sorts of 
food-handling equipment, from counter tops and worktables to 
pots and pans. Stainless steel meets your needs in other ways, too. 
Its smooth surfaces are not stained by fruit acids or other food 
chemicals—soap and water readily wipe them clean. If you'd like 
to see how others are using stainless steel, write to Department I-5 
for our monthly publication ÉLECTROMET REVIEW. 


ELECTRO METALLURGICAL COMPANY 
OF CANADA, LIMITED 


Welland Ontario 
PRODUCERS OF ALLOYS THAT MAKE STEEL STAINLESS 


EOE 
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DEAN MILK COMPANY, HUNTLEY, ILLINOIS. 
ARCHITECT: VICTOR L. CHARN, CHICAGO. CONTRACTORS: RAGNAR-BENSON, INC., CHICAGO; 


Grade “A” daylighting: Continuous Insulux Glass 
Block panels bring excellent daylighting to interior of this 
modern creamery. Insulux reduces infiltration of dust and dirt, 
helps maintain high sanitation standards. Window inserts fur- 


nish necessary ventilation. 


For details consult GLASS section of Sweet’s Architectural IN SY LRUX. 


Catalog or write Dept. E-37, American Structural Products Com- 
GLASS BLOCK 


pany, P. O. Box 1035, Toledo 1, Ohio. 
AMERICAN STRUCTURAL PRODUCTS COMPANY 


American Structural Products Company is a wholly owned sub- 
sidiary of the Owens-Illinois Glass Company. It has taken over Soir of 
the manufacture and sale of Insulux Glass Block and other OWENS-ILLINOIS GLASS COMPANY 


Owens-Illinois structural products. 
e Pilkington Glass, Limited, Toronto, Canada 


15 


Canadian Representatives: Consolidated Glass Limited, Toronto, Canada 


a 


HOT WATER TANKS 
FOR LONGER SERVICE 


PERHAPS you've had unhappy experiences 
with commercial hot water storage tanks in 
the past. If so, you'll want to know what 
advantages large Monel hot water tanks have 
to offer. Rustproof through and through, 
Monel has no coating or surface protection to 
wear off. Monel is stronger and tougher than 
structural steel . . . is highly resistant to 
corrosion. Monel tanks provide a continuous 
supply of rust-free hot water for hotels, 
hospitals, institutions and large commercial 
buildings. There are no costly replacements 
where Monel hot water tanks are installed and 
they assure years of uninterrupted, trouble- 
free service. Further information regarding 
quotation and delivery is available on request. 


* Monel is the registered Canadian 


trade mark of The International 


Nickel Company, Inc. 


mommy NCO 


TRADE MARK 


THE INTERNATIONAL NICKEL COMPANY OF CANADA, LIMITED. 25 KING ST. W., TORONTO 
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The Home of 


Electrical Eq 


Here, viewed from the air, is the spread- 
ing Toronto plant where high quality 
Amalgamated Electric products are made. 
Endorsed by this familiar trade mark, 
Amalgamated Electric products are fa- 
mous from coast to Coast. 


uipment 


Advanced engineering and design, econ- 
omy and service...all these are yours 
when you buy electrical equipment en- 
dorsed with this trade mark. Listed below 
are some Amalgamated Electric contribu- 
tions to better electrical developments. 


Safety Switches Small Transformers Theatre Lighting Equipment 
Panelboards Fuses Lighting Equipment 
Switchboards Motor Control Wiring Supplies 

Wireways and Busways Service Equipment 


PANELBOARDS WIRING SUPPLIES 


SOLD BY RECOGNIZED WHOLES 


[ON LTD, TORONTO AND MON 
Be : — EO co 


SAFETY SWITCHES LIGHTING EQUIPMENT 


ALERS FROM COAST Le 


AMALGAMATED 


ELECTRIC CORPORAT Tis es ESTA 


MOTOR CONTROL 


COAST 
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“Unik” Flushwood doors are the superior in every way to other type 
doors for your home. 


Dignified, inviting and exceptionally beautiful, they possess the 


power to transform an otherwise ordinary room or entrance to one 
of lasting charm. 


Their superior materials and construction makes them Canada’s 
leading value and the logical choice of economy-minded home owners. 


Write for catalogue. 


TERREBONNE 


CANADA FLUSHWODD DOOR. umitep 


TERREBONNE:P:Q 


Ë 
be 


UNDERWRITERS || LE 
FIRE DOOR VE al | 


lst 


FR 
ord 
‘ 


ROLLING STEEL DOORS 


ORMSBY - SWARTWOUT 


ROTARY VENTILATOR 
SWARTWOUT 


= JECT - O - VALVE 
nee) 
set EE) 


ORMSBY - 


- 


ORMSBY - BARCOL 
OVERDOOR 


D 


2 KALAMEIN 


il a 
< a wt ll 
pep UNH WIE “TALL 


SHEET METAL WORK for all building 
requirements is available at one 
source. Besides the items shown, we 
will be glad to quote on: metal 
doors of all kinds, windows and 


window operators, ventilators, door 
frames, hardware, lath and corner 
bead, skylights, spouting, ductwork, 
toilet partitions, and many other 
sheet metal products. 


Eastern Steel Products 


LIMITED 


Sees T ON SmI ORONTO + MONTREAL 
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SOLD BY BETTER 
PLUMBERS EVERYWHERE 


There is a distinction about a home equipped with WALLACEBURG plumbing 
fixtures that sets it apart — that makes one realize that here are people who know 
and appreciate worthwhile things. For nearly half a century the name WALLACE- 
BURG has been a hallmark of quality. It’s the name to remember for modern 
authentic styling — and full dependability through the years. 

Ask your plumber, He knows. 


WALLACEBURG BRASS LIMITED 


WALLACEBURG - MONTREAL TORONTO LONDON WINNIPEG - VANCOUVER 


SPF FID IPI IFPI PDIP DIDI I OT TT 


Journal, Royal Architectural Institute of Canada, April, 1948 


20 


ARMONIOUS DESIGN AND EFFICIENCY 


with 


Photograph above shows 
Chatco Convector installa- 
tion in the Queen Elizabeth 
Hospital, Toronto, Ont. 


Architects: 
MARANI AND MORRIS 


Consulting Engineers: 


H. H. ANGUS & ASSOCI- 
ATES, LTD. 


R. P. ALLSOP 


Heating Contractors: 
GEO. C. ABBOTT LTD. 


GENERAL SALES OFFICE 


— TILBURY, ONT. 


TORONTO BRANCH SALES 
OFFICE—69 YONGE ST. 


PRODUCTS 


CONVECTORS 


Foremost in modern, distinctive design, Chatco Convectors are 
specified by leading architects and consulting engineers for 
many of Canada’s finest office buildings, institutions and resi- 
dences. Sound engineering, such as rapid heat transmission 
through hydraulic pressure bonding between copper tubes and 
fins makes Chatco Convectors a favourite with heating experts. 
Chatco Standard Convector cabinets are available in floor or 


wall models, semi-recessed or flush panel. 


Write for the catalogue “Chatco Convectors” 


CHATCO 
STEEL 


LIMITED 
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Medical Clinic of 
SAND FEMIE Baek 


WITH DECORATIVE TRIM 


FOR APPEARANCE AND ECONOMY 
OSE 


SAND LIME BRICK 
FOR HOME OR INDUSTRY 


THE COOKSVILLE COMPANY LIMITED 
HARBOUR BRICK COMPANY LIMITED 
TORONTO BRICK COMPANY LIMITED 


TORONTO 


TS 
À SSS 
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GYPTEX 


TEXTURE PAINT 


1—Brush It On 


Mix the Gyptex with lukewarm water to a heavy 
free-working paste and apply a liberal coat to the 
surface with a brush. trated 


2—Pat With Sponge 


Texture the applied material with a 
newspaper sponge, allowing a light pat- 
ting motion to coincide wlth a slight twist 
of the hand. Form an irregular pattern 
breaking up the entire area as illus- 


3—Flatten High Points 


If desired, high points of a texture may 
be smoothed off with a Gyptex flattener 
—a piece of celluloid about 5 inches 
square. This should be done after the 
applied material stiffens slightly but be- 
fore it sets. The flattener should be 
dipped in water and lightly drawn over 
the textured surface without excessive 
pressure. 


Difficult Decoration Problems 


It is often difficult to obtain a uniform appear- 
ance when refinishing walls and ceilings in 
alteration jobs. GYPTEX TEXTURE PAINT 


offers an ideal solution to this problem. 


New wallboard partitions and existing plaster 
surfaces can be made alike, by decorating them 
with GYPTEX. No matter what repairs and 
patching may be required in old plaster, the 
full-bodied coating of GYPTEX will effectively 
cover and conceal variations in colour and minor 
surface irregularities. The types of textures pos- 


sible with GYPTEX are unlimited, and being 
hand formed, are entirely free from monotony. 


After GYPTEX is applied no further decor- 
ation is necessary because it is made in a range 
of tints; the one coat therefore provides both 
colour and decoration. Where it is desirable, 
GYPTEX can be made washable by applying a 
sizing or sealing coat followed by a good quality 
oil paint. 

The ease and speed with which GYPTEX can 
be applied make its use extremely economical. 
Covering capacity approximately 7 sq. ft. per 
pound in a texture of average weight. 


Gypsum, Lime : Alabastine, 
Canada, Limited 


VANCOUVER CALGARY 


WINNIPEG 


TORONTO 5 MONTREAL 2 


She’s the spirit of music... poetry from her twinkling toes 
to her expressive hands . . . as she performs before a thousand 
fascinated eyes. Hers is the effortless grace of perfect control. 


Perfect control is the prime requirement for top valve 
performance, too. That’s why Jenkins Valves enjoy 
preference in every field of industry. Over 80 years of 
experience, and countless tests and trials, have produced 
a Jenkins Valve specifically designed for each industrial 
need and guaranteed to give perfect control. 


This ensures not only faultless service, but maintenance 
economy, too. And that’s more important now than ever 
before, in face of today’s rising costs. Jenkins Valves are 


Figure 141 : 5 
D Bip Vale rugged . . . they'll provide years of trouble-free service 
150 lb. Steam with normal care. 
250 Ib. O.W.C. 


So don’t waste good money nursing along inferior valves. 
Specify Jenkins the next time you install or replace valves. 


Our Engineering Advisory Service will be glad to help 


you with any valve problem. J-21 


SOLD THROUGH RELIABLE DISTRIBUTORS EVERYWHERE 


pore JENKINS VALVES 


617 ST. REMI STREET + MONTREAL 


CANADIAN 
INTERNATIONAL 
TRADE FAIR 


MAY 31 TO JUNE 12 
TORONTO 


EXHIBITOR 


4 TORONTO, WINNIPEG, VANCOUVER 


For industrial, engineering, marine and power 
Sales Offices : : plant service . . . in Bronze, Iron, Cast Steel’ 
AC and Corrosion-Resisting Alloys. 
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OVERHEARD BETWEEN AN ARCHITECT AND AN INVESTOR: 


“It's completion time that 
counts, not starting time!” ax 


oS 
SSS = 
_ IS = aS 
eS 
=; 


SSD 


“Your investment in a building can’t pay off until the tenants move 
in. Build with steel floors and they move in much, much sooner. 
No matter how you built, you have to allow for demolition and 
excavation. By that time, your steel is ready. And then, steel Q-Floors 
will knock another 20 to 30% off construction time.” 


That’s the way progressive architects talk to clients about Q-Floors 
— in terms of earlier returns and lower long-range costs. They point 
out that cellular steel Q-Floors go up as fast as the frame . . . need 
no temporary forms or shoring. They stress how the permanent 
electrical availability of Q-Floors — an outlet available every six- 
inch area — saves huge sums in alteration costs over the years. 


Q-Floor is now made in Canada of Canadian steel. Recent installa- 
tions include Canadian General Electric, Hamilton, Ont.; Barclays 
Bank, Toronto; Steel Company of Canada, Hamilton, Ont.; Bay- 
Grosvenor Building, Toronto. 


Extensive advertising is creating full public awareness of Q-Floor’s 
many advantages. Equip yourself with complete data. 


Write for latest information — 


H. H. ROBERTSON CO. LIMITED 
SOP 


TORONTO ° HAMILTON 6 MONTREAL 
HEAD OFFICE 
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THE RIGHT HEATING WILL HELP YOU... 


It’s a wise husband who insists on the right 
heating equipment for his dream home. It 
should give carefree comfort, low-cost opera- 
tion. And it will, if its “Standard” -Dominion 
radiator heating — engineered for efficient, 
low-cost heat with any type of fuel. 


“Standard” 


SO WILL THE RIGHT PLUMBING . . . 


One way to win a woman’s heart is with kit- 
chen, bath and laundry fixtures that are lovely 
to look at — and easy to use. These famous 
“Standard”-Dominion fixtures are styled for 
smart eye-appeal. And they’re built to keep 
their beauty — lustrous enamel on rigid cast 
iron, or genuine vitreous china. 


For modernization work now Time Payments may be arranged through our 
affiliated Company — Heating and Plumbing Finance Limited. 


Made in Canada for Canadians By 


Standard S anitary 
DOMINION RADIATOR 


EAU Mai Es 


TORONTO 


CANADA 


Consult Your Plumbing and Heating Contractor for Complete Details 


SPECIFY 


‘Standard’ PLUMBING FIXTURES + DOMINION HEATING EQUIPMENT 
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ONLY HONEYWELL 3 
(atiolsfor Goery Prpese 


MINNEAPOLIS 
MONET Get COMPANY A COMPANY B COMPANY C COMPANY. D 


INDIVIDUAL 
ROOM CONTROL 


ZONE CONTROL 
OUTSIDE CONTROL 


ZONE CONTROL 
INDOOR THERMOSTAT 


BOILER CONTROLS 
GAS 


BOILER CONTROLS 
OIL 


BOILER CONTROLS 
COAL 


COMBUSTION 
SAFEGUARD 


RECORDING INSTRUMENTS 
FOR PRESSURE, 
TEMPERATURE AND FLOW 


WATER TEMPERATURE 
CONTROL 


AIR CONDITIONING 
CONTROL 


NM 
AA 


REFRIGERATION 
CONTROL 


OPERATING ROOM 
TEMPERATURE AND 
HUMIDITY CONTROLS 


ELECTRIC PNEUMATIC ELECTRIC and PNEUMATIC 
à “al 


THe chart tells the story! Only Minneapolis-Honeywell can supply a 
complete line of both electric and pneumatic controls. Think what this means from 
your standpoint. You benefit first of all by placing full responsibility for all 
phases of automatic control with a single manufacturer and it’s this same manufacturer — 


rit 


Minneapolis-Honeywell — who is able to give you unbiased advice, based on broad 
engineering experience, about every type of control. And Honeywell maintains a 
nation-wide staff trained to provide service from plan stage throughout the life of 
every installation, electric or pneumatic. 
Backing this comprehensive operation is the Honeywell reputation 
19 4 8 for dependable performance, established for over 60 years. So standardize 
on Honeywell —the leader. 


Minneapolis-Honeywell Regulator Company, Toronto 17, Leaside, 
Ontario. Branches — Montreal, London, Winnipeg, Calgary and Vancouver. 


CANADIAN MINNEAPOL 
INTERNATIONAL 
TRADE FAIR 
MAY 31 TO JUNE 12 ; 

TORONTO 


<a oe eee ll 


EXHIBITOR. 
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The Specification 
that has 
Nation-Wide 


Acceptance - - 


WHEN YOUR CLIENT sees the specification “CRANE”, 
there’s no question left in his mind about the assured 
quality of his plumbing and heating, his valves, pipes and 
fittings. He requires no explanations. He’s satisfied he’s 
getting the best, certain of lasting satisfaction. 


PUBLIC ACCEPTANCE of Crane quality is the logical result 


of years of Crane leadership in the development of a complete 
line of plumbing and heating equipment to meet the varying 


requirements of all types of buildings and of budgets. It has 
been built up by a long and continuing specialized research and 
advances in engineering and design—and, above all, by consistent 


maintenance of Crane’s traditional policy of highest quality both 


in materials and workmanship. 


A HANDY AND VALUABLE GUIDE which simplifies your 
selection from the best plumbing components available today is 
provided you by the Crane booklet, “Plumbing and Heating for 
the Home”. It pictures and describes the materials now being 
produced in factories of Canadian Potteries, Limited, St. Johns, 
Quebec (vitreous china plumbing fixtures), the Port Hope Sani- 
tary Manufacturing Co., Limited, Port Hope, Ont. (porcelain 
enamelled fixtures), and Warden King, Limited, Montreal 
(boilers, radiators and soil pipes). 


CRANE LIMITED: HEAD OFFICE: 1170 Beaver Hall Square, MONTREAL 


Branches in 18 Canadian Cities and Newfoundland. 


oe RA N FE VALVES e FITTINGS e PIPE 
PLUMBING e HEATING «+ PUMPS 

NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS and PLUMBING AND HEATING CONTRACTORS 
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Has à depintt? 


Sick people get well faster in bright, cheer- 
ful surroundings. It’s a fact. Exhaustive 
tests have demonstrated that color pro- 


vides a real stimulus to recuperating 
patients. Once the proper combination of 
healing drugs and skilful care have begun 
their remedial work, therapeutic color 


comes to their aid with an extra stimulus 
to faster recovery. Yes, color is a plus 
factor in modern hospitals. 

That’s where Tile-Tex enters the health 
picture. Warm, rich-hued Tile-Tex plays 
no mean part in helping 
modern hospitals do 
their big job of dispel- Years of rugged wear are assured by 


ling disease. Tile-Tex tough asphalt-and-asbestos con- 


And what’s more—color- struction. And Tile-Tex is so resilient that 


ful Tile-Tex is sanitary, easy to clean, 
practically ageless. Its solid, non-porous 
structure keeps dirt, germs and moisture 
on the surface where they're easy to 


wash off. 


even after eight hours’ floor duty, nurses 
still find its non-slip surface comfortable 
to walk on. Gay Tile-Tex colors go all 
the way through — so there’s no danger 
of floors looking drab as they start to wear. 


Tile-Tex is one of many quality 
products made in Canada by The 
Flintkote Company of Canada 
Ltd., 30th Street, Long Branch, 
Toronto 14. Sales Offices in: Van- 


couver, Calgary, Winnipeg, To- 


A FLINTKOTE PRODUCT...MADE IN CANADA 


ronto, Montreal, Sackville, N.B., 


Charlottetown. 


SIX MARBLE MINARETS... 


—and the Splendour of Mosaic! 


Wi 


TEHRAN ERR 
V1 = 


mThe only Mosque in the world with six 
minarets, the Mosque of Sultan Achmet in 
Constantinople, Turkey, was erected about 
1615 A.D. The minarets are composed of 
pure white marble and their slender charm 
is matched, in the interior of the Mosque, 
by the great beauty of floors ornamented 
with exquisite mosaics. On these floors, amid 
the magnificence of lofty columns and 
richly decorated walls and ceilings, the 
grandest ceremonies of Islam and many 
Court functions take place. 


MODERNS TURN TO TERRAZZO 


To-day’s strong, persistent trend to terrazzo, as a permanent 
feature of modern interior decoration, finds much of its justifica- 
tion in the use of Medusa White Portland Cement. For terrazzo 
— made with Medusa White — is undeniably the most beautiful 
and durable of all floor materials. The frequently intricate terrazzo 
patterns and designs find a perfect matrix in Medusa White 
which, whether white or coloured, forms an ideal setting for the 
rich-hued marble chips which it displays to the best possible 
advantage. 


Though without equal in endurance and ease of cleaning, terrazzo 
(the modern version of mosaic) actually costs less than the 
original cost of marble or tile — and nothing at all to maintain. 
It is beautifully adaptable for floors, wainscoting, stairs, partitions 
or simply as ornamentation in public or private buldings. Suggest 
it to your client for the basement floor in that lovely new residence. 
Write for full information. 


MEDUSA | 


WHITE PORTLAND CEMENT 


MEDUSA PRODUCTS COMPANY OF CANADA LIMITED. e PARIS, ONTARIO 
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SOUND 
ABSORBING 


“Doctor's Orders —Quiet”’... but 
hard plaster walls and ceilings in 
hospitals make these orders diffi- 
cult to obey. Reduce clatter and 
echo which result in unhealthy 
irritating noise conditions by 
applying Acousti-Celotex to ceil- 
ings. Easy, safe and economical 
maintenance, complete sanitation, 
reasonable cost, and quiet installa- 
tions, are transforming noisy 


hospitals into true zones of quiet. 


Remember repeated paintings 
will not reduce sound conditioning 


efficiency. 


. ee 
ee? 
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+ + © 


Get in touch with our nearest branch 


for consultation and estimate 


= LI = 
Dominion Sound Equipments 
Limited 
Head Office: 1620 Notre Dame St. West, Montreal 


Branches at: Halifax, Saint John, Toronto, Winnipeg, Calgary, Vancouver 
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TO HARMONIZE 
WITH 
YOUR PLANS 


Over the years, Yale has maintained 
the closest contact with the architect. 
As a result, a wide range of Builders’ 
Hardware has been designed to meet 
exacting requirements demanded by 
many and varied architectural styles. 
Whether it’s for homes or for buildings, 
you will find Yale Builders’ Hardware 


that will harmonize with your plans. 


LYNATE 
A tasteful, modern de- 
sign for offices and 


apartment buildings. 


LINIA'N 
A gay, attractive de- 
sign for the modern 


home. 


Residential Section of Quebec 
Photos by W. B. Edwards 


BUILDERS’ HARDWARE 


THE YALE & TOWNE MANUFACTURING COMPANY (CANADIAN DIVISION) 


ST. CATHARINES, ONTARIO 
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HE Schools of Architecture, like architecture itself, are passing through a period of transi- 
Tes and their curricula are under intensive study. Every progressive school in the past 
has periodically examined its courses, but we fear too often from a wholly professional 
point of view. Like engineering and medicine, the architectural schools were a part of a 
university, but were not giving what they could to the university or getting anything like 
what they could from it. The professional faculties must be frank to admit that in the past 
they have not given their students that cultural background that students enjoy in the 
humanities. Their students have not been encouraged to think as they are in the humanities, 
or to become familiar with the thinking of others. A study of the English language and 
English literature stopped at high school. If a graduate in any of the professional faculties 
showed a marked inclination for art, music or literature, it would usually be found to come 
from a family background, or, particularly in architecture, from the many fascinating 
by-paths that his profession offered. The example of brilliant teachers like Sir Charles 
Reilly, whose personal interests went far beyond the narrow groove of the school curriculum, 
doubtless influenced many hundreds of students. 


je the United States today, some engineering schools are providing as much as 10% to 
25% of their courses to subjects of a purely cultural nature, and feel the sacrifice in 
technical subjects well worth the experiment. 


THE schools are faced with two problems. There is already a tremendous load of teaching 
of a purely professional nature, which, with design in the afternoons, takes up a great 
deal of the students’ time in even a five year course. The student complains, with complete 
justification, that he has no time for his own affairs, or the extra curricular reading he 
would like to do. We, in Toronto, have initiated, with doubtful success and frequent violation, 
a rule of three free Fridays in each term. The only answer to the problem of a proper balance 
between the professional courses and the humanities will come from the pruning of dead 
wood, unless the schools follow the example of medicine with two years as a prerequisite 
in the humanities alone. That, we feel safe in predicting, will be the course in architecture 
of the future. We should at any rate watch the medical experiment closely as it was not 
the result of any hasty decision. 


HE other difficulty is basic. At least half the present enrolment come unprepared from 

school to take the kind of course we have outlined. Matriculation standards vary between 
provinces, but, in all, we get the impression that they are low in English. Over the years we 
have given the impression that an architect must be proficient in mathematics and, while that 
is true, we would prefer him to have some knowledge of the English language and of 
literature. The standard of spelling is today deplorable and, while one might reluctantly 
pass that by, one cannot but be alarmed at the percentage of students who seem to be 
completely ignorant of grammar and sentence construction. We have just read some eighty 
essays in which one finds words like “disassociate”, “irregardless”, ‘‘valuous” for value- 
less; pages were read in which there were no paragraphs; paragraphs that were quite 
incoherent, and Sir John Vanbrugh was described as ‘Architect, wit, dramatist and 
Courtesan’. (Mr. Lawrence Whitler please note). The author of Vathek, and the owner of 
Fonthill was described, by one student, as Sir Adam Beck. The students come from nearly 
every province in Canada. 


‘Ope every effort to raise the standard of education in the schools of architecture to a 

university level will obviously fail if students come inadequately prepared. Any 
scheme is doomed to failure if English literature and philosophy have to be postponed in 
the course till the rudiments of grammar have been taught by an already overworked staff. 
No doubt much of the present evidence of unpreparedness can be traced to the speed up 
courses in the rehabilitation schools, but inability to write English, and a lack of desire to 
read it, go back far beyond the recent war. An indication from the schools of architecture to 
Departments of Education that English is as important to the young architect as mathematics 
might bring the level of English up to the present high level of mathematics. 


flee encouraging thing about the changes in curriculum we have mentioned is that they 
are not imposed from the top down, but are the results of a common front of staff and 
students in an attack on a problem too long delayed. 


Editor 


NEWER CONSTRUCTION METHODS 


AND MATERIALS 


By JAMES GOVAN 


FFSETTING the advantages derived from the 

increasingly rapid and world-wide spread of in- 
formation is the danger that the average individual hears 
and sees more and more but thinks less and less. 


The results are frequently bad as regards economics, 
health and social welfare. 


Climatic conditions, structural materials, living stan- 
dards, etc., differ all over the world and must be carefully 
studied before building types, construction methods 
and living conditions suitable in one locality are adopted 
holus-bolus in another. 


The tremendous increase in the number and circula- 
tion of periodicals devoted to building in all its ramifica- 
tions, demands straight thinking on the part of Canadians 
to make the best use of the infinite variety of products 
offered by modern science and industry and to develop 
Canadian architecture uniniluenced by the wants of 
people living nearer the equator to the extent that is 
now becoming more and more noticeable. 


The publicity given to our shortages in coal, gas, oil, 
electrical power and wood, and their steadily rising cost 
of production should prompt us to question the extent 
of our wastefulness in their use and what help may be 
available from the two primary sources of heat, viz., 
sun and earth. 


Regarding wastefulness, how will our future civiliza- 
tion be affected by the removal of trees from millions of 
acres of land unsuited to general agriculture because of 
sand, rock and other conditions? 


Does the conversion of pulp into newsprint for the 
weighty, but, none the less, frothy editions of U.S.A. 
papers justify the resulting soil erosion, sand drifting, 
spring flooding, summer and fall drought and fluctua- 
tions in electric power supply? 


The excuse that safer building construction materials 
than lumber have been developed ignores the fact that 
wood can be combined with gypsum to provide fire-safe 
structures that will withstand temperatures higher than 
the melting temperature of brick and which would 
distort much so-called fireproof construction to such an 
extent as to render it unfit for use. Fire stopping paints 
have also been developed which have a good rating by 
the Board of Fire Underwriters. 


The development of laminated wood construction 
having sectional members made from sawn wood strips 
or pressed wood fibre indicates that use can be made 
of trees of lesser diameter than was thought to be 
practicable just a few years ago. 


FIRE SAFE FRAME HUT 


One of a number of fire tests conducted in eastern, central and western 


Canada, in which wood framed huts protected with gypsum were filled 

with cordwood and the contents burned out. Temperatures ranging above 

2600 degrees F. were registered without destroying floor joists, ceiling 

joists, studs or rafters. In the case illustrated, a spark arrester of No. 9 

gauge woven wire placed on top of the wood framed and wood exterior 

covered chimney was melted in about ten minutes although the fire lasted 
for four hours. 


This possibility suggests that the importation of 
structural steel to the same extent as at present may not 
be necessary if and when we make a broader analysis 
of our national position than can be got from current 
steel handbooks. 


Review and Preview 


The advantage of looking backward as well as forward 
can be noted by referring to three quite definite trends 
in the use of materials based on manufacturers’ propa- 
ganda during the past three decades. 


The demand for quicker setting masonry mortar to 
suit faster vertical construction in skeleton-framed 
buildings resulted in the use of cement and sand mortars 
and the exclusion of lime or its use in very limited 
amounts. 


This led to changes in municipal building codes 
which produced more leaky brick and stone work than 
had ever been produced prior to this change. 


Experience under our climatic conditions has definite- 
ly shown the need for combining materials in such 
mortars and using methods of laying up walls that 
will reduce shrinkage and so prevent moisture from 
penetrating. 


Studies of exterior stucco work made by the writer in 
Central Canada, on the prairies, in the Maritimes and in 
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the eastern U.S.A. about twenty years ago, gave clear 
evidence of the unsuitability of strong cement stuccos, 
the use of which was then being advocated. 


Old lime stucco jobs, dating back about a hundred 
years, were standing up better than most of the more 
recent work in which cement alone was the binder. 


Paint manufacturers’ claims for their stopping coats to 
be applied on the lime-putty coat of plastered surfaces 
to prevent lime burning their paint coats are familiar to 
even the least experienced amateur in building tech- 
nique. What is not made clear, however, is that any 
application that prevents lime from affecting paint over 
it also prevents lime from getting the C.O: (which 
was driven off in burning the original limestone in the 
kiln) restored from the air in the room to be painted. 


Examinations of jobs where paints and other surface 
decoration materials having strong shrinkage or pulling 
action have been applied over lime putty coat “stopped” 
as above described, have shown that subsequent peeling 
has been due to the fact that the lime had never been 
re-carbonated. 


This evidence proves :— 


(a) that lime putty coat should not be covered with a 
stopping coat that will be impervious to air until 
sufficient time has been allowed to elapse for the 
C.O: to recarbonate the lime. 


iS 


that, if a job must be painted with a material imper- 
vious to air and moisture soon after plaster has been 
applied, no lime putty should be used in the finish 
coat of plaster. 


The significance of these precautions will be appre- 
ciated in connection with the use of paint on plastered 
walls and other surfaces as a “vapour barrier’”’ to prevent 
condensation in the thickness of such walls etc. (see 
subsequent reference to this problem in connection with 
construction methods now being used, especially in 
prefabricated units). 


The foregoing examples of harmful influence, originat- 
ing under conditions different from ours in many 
respects, are backed up with another that is of serious 
moment in connection with our shortage of fuel of dif- 
ferent types. 


Most of our Canadian Consulting Mechanical Engji- 
neers are members of the American Society of Heating 
and Ventilating Engineers and consequently the data 
presented annually in the Guide published by that 
Society are used as the basis for the design of heating 
plants in Canada. 


The following quotations are from a paper “A New 
Method for Selecting Winter Design Temperatures” by 
Mr. C. M. Humphreys, Senior Engineer of A.S.H.V.E. 
Research Laboratories for presentation at the annual 
meeting of the Society in New York (February 1948). 
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"The A.S.H.V.E. Transactions give evidence that the 
importance of accuracy in heat loss calculations has 
long been recognized. A recent survey indicates that in 
the 29 volumes from 1916 to 1944 there were at least 
74 papers on the general subject ... Of the 74 papers, 50 
pertain to heat transfer through building materials, 22 
refer to the subject of infiltration, and only 2 deal with 
winter design temperatures.” 


"The data contained in the A.S.H.V.E. Guide are 
amended in successive issues to keep abreast of pro- 
gress. It shows that little change has occurred for a 
number of years in practical knowledge of design 
temperatures. The 1923 issue contained a table of 
weather data almost identical in form to that in the 
latest edition. A recommendation was included in the 
1924-25 issue that the design temperature “should be 
not more than 15 deg. above the lowest temperature on 
record during the past 10 years.” This rule was retained 
up to and including the 1943 edition. The last four 
issues contain the recommendation that ‘a temperature 
somewhat higher than the minimum or the lowest daily 
mean on record” be used for design purposes. Then, 
in contrast to this rule, a map of design temperatures is 
included indicating design temperatures which, for a 
few localities, are actually lower than the lowest 
temperatures on record.” 


"To be consistent, the several factors used in the 
calculation of heat losses should be selected with an 
accuracy proportional to their relative effects upon the 
final results. With this principle in mind, the importance 
of design temperatures can be readily illustrated.” 


“In table 7 of Chapter 14 in the Guide, 1947, the heat 
losses from the various elements of an insulated house 
are shown ... An error of 10 per cent. in the transmission 
coefficient for the walls, ceiling or glass, or in the 
infiltration value would result in errors of 3.6, 1.6, 3.7 or 
1.1 per cent., respectively, in the final results. An error 
of 10 per cent. in temperature difference would change 
the final results by 10 per cent.” 


"The outside design temperature is too important a 
factor to be determined by any rule of thumb on the 
basis of one cold day. Instead, it should be so selected 
that it will indicate with a fair degree of accuracy, the 
lowest temperature which is likely to prevail long 
enough or occur frequently enough in an average winter 
to justify consideration.” 


“In the past it has been customary to use outside 
design temperatures which are too low, and then to 
correct at least part of this error by using an inside 
design temperature of 70 deg. F., which is also too low 
... Very few people are comfortable in a home or office 
heated to only 70 F. The average person in this country 
finds comfort at about 75 F. in cold winter weather.” 


“There is no one frequency of recurrence which 
should be used for the selection of all design temper- 
atures. It will depend upon the type of building or the 
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purpose for which it is to be used and upon local 
weather peculiarities.” 


“The inside design temperatures should be that 


temperature which will actually be maintained in the 
heated space.” 


Summary 


“The author suggests that outside design temperatures 
be defined as the lowest daily mean temperature which 
is likely to recur frequently enough during the average 
winter to justify consideration.” 


“Tt is suggested that present inside as well as outside 
design temperatures are too low and also that they 
should vary with type of construction, thermal capacity 
and type of occupancy.” 


Canadian Experience 


Having regard to the foregoing, attention is directed 
to two papers giving the Canadian viewpoint on this 
subject which were presented to the A.S.H.V.E. by this 
writer, viz. :— 


1. “Time Lag as a Factor in Heating Engineering 
Practice” at the Semi-Annual Meeting of the Society 
1929; 


2. ‘Some Observations on Heating Practice” at the 
Annual Meeting of the Society, January 1933. 


It may be that these are the two papers referred to by 
Mr. Humphreys but in any case they give data to show 
that the A.S.H.V.E. method of computing the size of 
heating plants for actual buildings built in Canada 
would result in 100 per cent. excess plant being 
installed. 


This is quite a bit more than the 10 per cent. surplus 
in the case with supposed conditions which he uses as 
an illustration of possible error. 


The following summary in our Canadian paper to the 
A.S.H.V.E. in 1933 published in the A.S.H.V.E. Journal 
Section of Heating, Piping and Air Conditioning, 
November 1932, makes an interesting comparison with 
the quotations given from their Mr. Humphreys’ paper 
last month. 


SUMMARY AND CONCLUSIONS 
“Some Observations on Heating Practice” 


By James Govan, Toronto, Ontario, 
Non-Member. 


“1. Under the extreme variations of temperatures in 
Canada and the Northern States, the most important 
factor in determining heating plant size appears to 
be the outdoor temperature assumed, particularly 
when well-insulated types of construction are used. 


2. Estimates of annual fuel consumption based on out- 
door mean temperatures obtained from instruments 
shielded from the sun (as is the case at most of the 
Canadian Government Weather Stations) are likely 
to be seriously in error. 


SHERIDAN NURSERIES SHED 
Well insulated and double glazed shed showing floor area on ground 
of 10,000 square feet, which, together with the sun heat through windows, 
kept the temperature inside up to 30 degrees F. above zero at nearly 
30 degrees F. below outdoors, and 70 degrees F. indoors with 90 degrees F. 
outdoors. No heating or cooling plant provided. 


3. More attention should be paid to balancing the heat 
retaining capacity in all parts of a building, so as to 
avoid the necessity of providing a large, uneconom- 
ical reserve in heating plant capacity for only rare 
emergency use. 


4. The heat radiating from the uncovered earth floor 
of the building in winter and absorbed by the earth 
in summer plays an important part in stabilizing the 
indoor temperature in the buildings studied by the 
writer. For instance, in the large storage shed 
illustrated in Figs. 1, 2 and 3, the earth temperature 
drops to about 40°F. at a point 6 in. below the 
surface at the end of the winter. 


5. The fact that an indoor temperature of 30°F. or 
higher has been maintained in a building without 
any artificial heating plant for three consecutive 
winters, where the outdoor temperature has dropped 
to—20°F., and also that 70°F. has been recorded 
indoors without artificial cooling when the outdoor 
temperature was 90°F., indicates the need for further 
investigation to provide reliable data on the fly- 
wheel effect of different types of construction.” 


REDUCTION OF RADIATION IN OFFICE BUILDING 


If the buiiding in which this radiation is installed had been of ordinary 
non-insulated construction with the same kind of windows, the total 
heating surface required would have been 2.830 square feet. The illustra- 
tion shows how the amount actually in use was reduced to 847 and 73 
square feet, a cut of approximately 70%. The results in this building were 
reported to the A.S.H.V.E. in our papers ‘Time Lag as a Factor in Heating 
Engineering Practice,’ 1929, and ‘Some Observations on Heating 
Engineering Practice," 1932. 


Other Doubts Re A.S.H.V.E. Guide Formula 


Further support for questioning some of the data in 
the A.S.H.V.E. Guide is given in the following quotation 
from an article by Mr. Lester T. Avery in “Heating 
Piping and Air Conditioning’’ December 1947. 


“Isn't it time we abandon the word “Comfort” in air 
conditioning work? For fifteen years we have read of, 
and heard discussed, effective temperatures but our 
literature is silent on the much more important subject 
of conditions of air for healthful living.” 


“Changing the humidity may have some bearing on 
the subject but not nearly so much as panel cooling effect 
of cold walls, glass block areas, and roofs. There is no use 
jousting with effective temperature when we disregard 
entirely the panel cooling effect of cold surfaces.” 


“One step further would be to run field studies con- 
ducted by scientists who will measure and note the 
various effects of panel heating and cooling as well as 
effective temperatures and will come up with factual 
information and not confirmation of preconceived 
notions.” 


SIGNIFICANCE OF MR. HUMPHREYS’ A.S.H.V.E. 
PAPER IN CANADIAN ARCHITECTURAL AND 
ENGINEERING PRACTICE 


With the foregoing evidence before them, how long 
will our Canadian Engineers continue to use in their 
work data on assumed outdoor temperatures that are 
so far from being reliable when the thermal capacity of 
a structure is increased to the extent we have indicated 
as quite practical? 
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Canadian owners and architects should know that 
there is absolutely no need for increased capital ex- 
penditure to provide increased thermal capacity because 
its cost can and should come out of the reduction in 
expenditure on the heating plant provided. 

Work in Canada has been done that proves a 70 per 
cent. reduction in the capacity of heating plants is quite 
practical and that 50 per cent. less fuel is required. 

More general application of these methods of plan- 
ning and construction would result in lowered fuel 
costs which would go far towards reducing our huge 
payments in the U.S.A. for coal and oil and would help 
to conserve our Canadian resources. 


Sun Heat 

The desirability of making the best use of winter sun 
heat and keeping it out at other seasons can be noted 
from results obtained by Atkinson in sun boxes at 
Boxford, Mass., Lat. 40°—40’N. (Toronto 43°—40’N.) 


June 30 
Time Air Box A, West Box B, South 
Mins De en re. Degrees Fahri 5 i cee 
Il Tei] 78 62 64 
2 Se 82 78 88 
3 10.42 82 88 102 
4 11.42 84 94 110 
P.M. 
5 tele 84 102 112 
6 PAY 86 118 110 
7 9.17 84 138 104 
8 A2 84 144 100 
9 O2 80 mee 98 
10 6:27 T2 112 88 
11 6.57 67 102 85 


Remarks.—No hoods on boxes. No shields for thermo- 
meters in boxes. 

8. The temperature of 144° recorded in Box A is the 
highest which the thermometer registers. 


9. Glass in A misty so that thermometer cannot be 
seen. 


July 7 
Time Air Box A, South Box B, East 
AMAR eae Degrees ET 
] 6.11 99 48 85 
2 7.00 63 95 108 
3 7-91 68 60 115 
4 9.36 82 84 132 
5 10.41 86 96 122 
6 11.41 86 106 112 
P.M. 
7 12.41 88 112 106 
8 1.26 90 112 102 
9 3.01 88 108 98 
10 301 84 100 94 
int 4.46 98 98 96 
12 5.41 92 94 92 


Remarks.—No hood on boxes. Perfectly clear day. 
11. Air thermometer in direct sunlight. 


12. Air thermometer in direct sunlight. 
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August 7 


Time Air Box A, South Box B, East 
SNES eee a ee oe Degreesmranya.<. sy.) ee 
1 7.45 68 61 121 
2 8.35 72 68 130 
3 9.00 71 ifs} 130 
4 9:35 76 81 129 
P.M. 
ds) 12.10 81 105 108 
6 1.45 83 104 102 
7 4.40 72 96 90 
8 6.35 68 84 80 
Remarks.— 
3. Sun behind thin clouds. 
6. Sun behind clouds. 
October 24 
Time Air Box A, South Box B, East 
AE ye Wt ae vat Degrees; Eahr 4) See 
1 6.19 32 52 32 
2 7.00 36 33 45 
3 7.46 39 42 70 
4 8.11 41 50 80 
5) 8.31 42 58 87 
6 9.04 44 70 92 
2 SSI 45 79 93 
8 10.46 50 101 85 
9 Tol 52 116 74 
P.M. 
10 TI 59 119 72 
11 theta SZ 123 68 
12 1.38 58 125 67 
13 1.55 59 125 67 
14 alt 59 124 66 
15 3.03 58 107 64 
16 4.4] 53 84 60 
17 6.31 46 63 02 
Remarks.—Remarkably clear day. 
December 22 
Time Air Box A, South Box B, East 
TNE Sat er ee du Degrees; Eaht, cs nur 
1 9.47 16 56 45 
2 1057 20 88 46 
P.M. 
3 12:52 24 114 38 
4 1.42 25 LS 44 
a DL 24 94 33 


Remarks.—Clear day. 

4. The reading in Box B is probably an error. 

These data are taken from ‘Orientation of Buildings 
or Planning for Sunlight” by William Atkinson. 

To take advantage of winter sun heat, houses on 
streets running north and south should not all be kept 
to a uniform line at the street frontage. They should be 
staggered to provide the least obstruction on the south 
side. 


This indicates the desirability of having lots running 
east and west longer than north and south lots. Where 


staggering of homes is not practicable because of bad 
lot planning, southern sun should be let into some 
portions through lantern windows rising through the 
roof, so treated as to make shutting out summer sun heat 
easy and not too expensive. 


In this connection short wave solar radiation passes 
through glass as radiant energy and without change of 
wave length. Inside the room it is absorbed by the walls, 
floor and other objects and re-radiates as long wave 
radiant heat. Glass is opaque to this type of radiation 
and consequently the emission of heat from the 
enclosure is impeded. 


Barriers to sun heat input should, therefore, be placed 
outside windows and not inside. An effective example 
is ‘’Koolshade Sun Screen” which is a fly screen mesh 
that reflects radiant energy but does not darken a room 
any more than ordinary fly screen mesh. 


Studies of Sun-heating are being made at Massachu- 
setts Institute of Technology regarding which we are 
greatly indebted to Mr. A. C. H. Dietz, Room 5, 209 
Cambridge 39, Massachusetts and also at The Pennsyl- 
vania State College School of Engineering under the 
direction of Mr. F. G. Hechler. The results of these 
studies should be watched by those interested in the 
utilization of radiant energy. 


Heat From the Earth 


The illustration of the storage shed which gets all the 
heat for the work done in it from the earth floor is an 
example of the simplest use of this source of heat. 


Of course there are not many buildings in which the 
inside temperature could be allowed to drop down to 
30 deg. F. 


However, the more recent developments of the Heat 
Pump referred to in 1854 by Lord Kelvin as ‘‘tomorrow’s 
method of heating” are proving that it is a practical 


STREET PLANNING FOR SUNLIGHT 


Even small lots and gridiron streets can be laid out so that each house 
gets sunlight, breeze, privacy and outlook. No house robs its neighbours 
of winter sunshine, while intelligent exploitation of topography and 
plant material can greatly increase their livability, winter and summer. 


Courtesy, The Architectural Forum, March, 1947 
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HEAT PUMP 
Typical diagram of heat pump using temperature of water in well and 
reverse cycle of refrigerating machine for heating and cooling buildings. 


source of heating and cooling for both large buildings 
and small houses. 


Reverse cycle refrigeration is most practical when 
called upon to cool as well as heat buildings all in one 
quiet, automatic, fuelless operation. 


Conceivably it may be used to power every utility in 
the small house except the cooking stove. Like the 
household refrigerator the heat pump merely takes 
excess heat units from one spot and ejects them into 
another. In cold weather the heat pump removes the 
heat units from outside air or well-water or from pipes 
buried in the earth under or around the building and, by 
compression, packs them more tightly into the inside 
of the building. 


In hot weather, the process is reversed. In either case, 
the refrigerant is the vehicle of heat transfer. 


In summer cooling the cold refrigerant is passed 
through a coil where it picks up excess heat from the 
inside of the building. It passes through the compres- 
sor into an outer coil which is bathed in outside air or 
water. Here the refrigerant gives up much of its heat. 
The cycle is complete when the refrigerant is passed 
through an expansion valve where its temperature drops 
sharply. It is now ready to move another load of heat 
units. 


In winter heating the cycle is reversed. The refrigerant 
is forced through the outer coil where it picks up heat 
from the outside air or water or earth. Turning to vapor 
in the process, it then passes through the compressor 
which sharply raises its temperature—a refrigerant en- 
tering the compressor at 5 deg. F. may leave it at 120 
deg. F. Entering the inner coil it gives up heat and from 
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there it passes into the expansion valve and on back to 
the outer coil. 


Canadian applications have already demonstrated the 
practicability of this principle for combining heating 
and cooling in one plant without the use of fuel under 
well below zero conditions. 


Radiant Heating and Cooling 

Wide fluctuations of temperature in Canada, not only 
from summer to winter but also from day to day, should 
make us question the wisdom of depending almost 
entirely on raising and lowering the air temperature in 
our buildings. 


When the average temperature of the clothing and the 
exposed surface of a normally clothed male is 81 deg. F., 
the ordinary heating system in a building is not needed 
to heat the occupants. What is needed is a healthy 
system of controlling the rate at which the body gives 
up the heat which is generated from the oxidation of 
food stuffs. 


The same degree of comfort can be maintained in a 
room having a low air temperature and a high mean 
radiant temperature as can be maintained with a higher 
air temperature and a lower mean radiant temperature. 


The lower the air temperature can be kept indoors in 
winter, the less the difference encountered as we step 
outdoors and therefore the less we stimulate the heat 
producing mechanism of our bodies. 


The following quotation is from ‘Living with the 
Weather” by Prof. C. A. Mills, Director of Experimental 
Medicine at Cincinnati University. 


"The basic difference behind the varying temperature 
needs for comfort in people are due to differences in 
actual metabolic level. There is no point in differing 
over this matter of comfort temperatures, for the indi- 
vidual cannot stimulate or smother his inner fires at 
will. What must be realized is that not all people need 
the same air temperature level.” 


“Attention should be paid to these individual dif- 
ferences. It is safe to say that no person should be 
compelled to work or stay where he feels chilly, since 
such a body reaction seems to dispose to infection in 
the nose and throat.” 


“There is, therefore, I believe, an urgent need for the 
development of conditioning methods, for both winter 
heating and summer cooling, whereby heat loss from 
the body can be properly controlled without regard to 
air temperatures or humidity.” 


“Suffice it is to say that one can be made quite com- 
fortable at air and wall temperatures of 92-95 deg. F. by 
removal of the body’s heat as radiant heat and likewise 
at low temperatures (30-50 deg. F.) comfort can be 
readily achieved by radiant heat introduction.” 


“Preliminary hints have been noted that barometric 
pressure changes may be equally as disturbing as the 
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changes in temperature. Within a few years we may be 
as much interested in pressure control inside our build- 
ings as we are now interested in temperature.” 


The foregoing considerations explain the rapidly 
increasing use of Radiant Heating and Cooling in the 
U.S.A. and to a lesser extent in Canada, notwithstanding 
the fact that they were first developed in modern times 
in England about 50 years ago. 


The Romans used radiant heating in their great public 
baths over two thousand years ago. 


Its use in European hospitals has proved that the 
movement of air—and, consequently, dust—is less, with 
resulting decrease of cross infection. 


A further great advantage of radiant heating is that it 
acts to offset the cooling effect of windows, particularly 
large ones, especially when a curtain of radiant heat is 
directed from the ceiling down to the floor. 


Mr. G. Lorne Wiggs, Consulting Engineer, Montreal, 
to whom we are indebted for data regarding some of the 
installations he has designed and carried out, assures 
us that the results obtained here in Canada confirm the 
expectations based on installations in other countries 
where the climatic conditions are just as severe as 
with us. 


The following extract from a letter from Mr. R. Ruedy, 
Technical Information Service, National Research Coun- 
cil, Ottawa, dated October 16th, 1947, answers a question 
frequently asked re buried piping in Radiant Heating 
installations and is also significant in connection with 
other hospital problems :— 


“Since replying to your letter of October 6, 1947, 
an article by E. Wirth on the operating experience 
with panel heating applied to ceilings, accumulated 
during the past ten years, has come to hand 
(Schweizerische Bauzeitung 65: 211-216, April 19, 
1947). 

According to this report, 170 installations repre- 
senting a total tube length of close to 450 miles were 
installed in Switzerland from 1937 to 1947. The 
number of buildings may be grouped as follows: 


Hospitals, institutions Rene FO 
Offices, schools, museums, precision 

LOO NOK SHOPS ere mito eget cei ees 85 

RESIN SOLICCS Run ada 1.1 


No leaks have occurred in any of the buildings. 


The following passage in the article, freely trans- 
lated, refers to hospitals. 

"Probably the most reliable observations in this 
respect are those that doctors have made on their 
own comfort and those of the patients in rooms 
heated by ceiling panels. The results are quite 
positive, because they come from institutions in 
which the older parts are heated with radiators and 
the new building with ceiling panels so that direct 


comparisons are possible. The doctors are of the 
opinion that panel heating gives a sanitary and 
natural room climate, while in the rooms with 
radiator heating the temperature is frequently higher 
and oppressive. One opinion concludes with the 
wish that all hospitals would soon be in a position 
to benefit by the new form of heating. Some reports 
mention additional details such as the rapid re- 
covery of patients suffering from asthma in rooms 
heated by panels. These hygienic advantages were 
to a great extent responsible for the installation of 
panels in residences.” 


The saving in fuel is given as up to 15%. 


As regards the use of the panels for cooling on hot 
summer days, the article states that these occasions are 
relatively infrequent, but that excellent results have 
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FLOOR WARMED BY RADIATION — WARM FEET N\ 


RADIANT HEATING 


Diagrammatic illustration of the difference between convection heating 
for comfort only and radiant heating for comfort and health. 
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IS YOUR HOUSE ALL WET 
Insulation in building construction should not be used without a careful 
study of the probable effects of condensation in the structure. 


been obtained by forcing cool water through the panels 
in the rooms having southern exposure. A temperature 
5°F. below that in the shade out of doors is secured in 
this manner. 


It is hoped that the author will supply additional 
information as regards the heating and cooling of 
hospitals for there are no other occasions in which the 
same number of hospital buildings can be studied 
within a relatively small area. The periodical mentioned 
probably can be consulted at the University of Toronto.” 


Electrically Heated Panels 


The use of electrically heated panels in ceilings has 
been proved both practical and economical in England 
and the United States. Presumably the development of 
electrical power for heating in Ontario at least will be 
retarded until supply catches up with demand, but the 
possibilities of reducing the amount of power required 
for heating buildings, as indicated in this page, should 
not be overlooked when studying what might be done. 


Problems Arising Out of Changing Trends 
In Construction 


The economies in construction and maintenance 
indicated as possible and in many cases already in effect, 
have been due to changed methods of building. Rising 
costs and the shortage of mechanics skilled in ordinary 
practice are having an even greater effect in concentrat- 
ing attention on prefabrication and different types and 
combinations of materials. 


These changes have already created problems for 
which solutions have yet to be found. Other indicated 
developments will produce more as yet unknown 
difficulties. 


It is, therefore, imperative that we study them with 
the particular needs of this country always uppermost in 
our minds. 


Our climatic, social and economic conditions demand 
solutions suited to our conditions absolutely regardless 
of what may be popular elsewhere under entirely 
different combinations of circumstances. 
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Condensation 

One of the most serious results from increasing the 
resistance to heat flow through walls, roofs and floors 
is the possibility of condensation in these structures due 
to the materials near the outside surfaces dropping in 
temperature below the dew point of the vapour that 
tends to find its way from the inside of the enclosure to 
the outside. 


This condensation can do serious damage to the 
structure and when the possibility of ice formation is 
added the destruction that can ensure is greater. 


Examples of ice forming on the back of brick veneer 
on the outside of hollow tile wall construction that had 
two inches of insulation at its inside surface have been 
noted. 


Hoar frost nearly 1% inches thick on the underside of 
roof boards in an attic that had thick insulation on the 
ceiling below the attic was found to be due to the 
passing of vapour from below round the apertures in 
the ceiling left around plumbing vent pipes. 


There are many reasons why the vapour problem now 
is more serious than ever before, for example :—the pro- 
vision of insulation, weather stripping, caulking material 
in cracks and crevices, humidifiers indoors, more 
frequent laundering and bathing, cooking and heating 
with unvented fuel burning equipment, potted plants, 
more occupants per cubic foot of volume, etc. etc. 


Two articles from the Pennsylvania State College, 
Engineering Experiment Station provide valuable tech- 
nical data for which we are indebted. 


A. Technical Paper No. 27 ‘Heat and Moisture Trans- 
fer in All-Metal Houses” by F. G. Hechler, E. R. Queer 
and E. R. McLaughlin. 


B. “Is your House All Wet‘ by E. R. Queer and E. R. 
McLaughlin. 


RSR ESS 


>> Ventilation 
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VENTING INSULATED CONSTRUCTION TO PREVENT CONDENSATION 
Venting space between insulation and the exterior of wall construction 
up to and out at the wail top or into the roof space and thence outdoors 
through louvred vents in the attic to prevent condensation in the walls 

and roof spaces. 


Journal, Royal Architectural Institute of Canada, April, 1948 


It is desirable to point out that the outdoor temper- 
atures used in some of the tests referred to in these 
papers were not as low as we experience quite 
frequently and, therefore, the bad results to which they 
refer will be aggravated under our conditions. 


The problem of venting an air space near the outside 
of a metal clad building is not too difficult if the air space 
can be open to the roof in a low building from which the 


moisture can be exhausted either by louvred vents or 
fan. 


In a building of several storeys of skeleton steel con- 
struction, the difficulty of providing continuous venting 
increases. Metal to metal contact through the wall, roof 
and floor construction or inadequate isolation of metal 
members needs far more careful study than it appears 
to have had, judging by examples of structures we have 
noted in recent literature and advertising. 


In the “Is Your House All Wet?” paper, we note the 
following:—"A very effective barrier to the flow of 
vapour is several coats of high-gloss oil paint on plaster, 
a finish coat of low-gloss paint or wallpaper may then 
be used over the high-gloss paint serving at a barrier.” 


If this treatment is given to plaster finished with a lime 
putty coat which has not been given time to re-carbonate 
the result will be disasterous. (See previous reference 
to this problem.) 


Expansion and Contraction Due To Sun Heat 


Metal framed structures are subject to considerable 
movement due to the difference between day and night 
temperatures, especially during the months of March 
and October. 


Inadequate insulation protection on the outside of 
structural steel, be it of large or small members, leads to 
serious cracking of walls, partitions, floors etc. 


Not nearly enough attention to this factor has been 
given by Canadian Architects and Engineers. 


It is desirable to increase the panel surface temperature near glass and outside 
wall: this results in more even warming up of the room. The sketch at the left 
shows how the excessive body heat loss by radiation to cold glass surfaces (L) 
is compensated for by additional heat input (H) from the warm panel section 


RADIANT HEATING AT CEILING OFFSETTING HEAT LOSSES FROM BODY 
AT LARGE PICTURE WINDOWS 
Body heat loss to large glass surfaces can be off-set by a radiant heat 
curtain from the ceiling downwards, when special provision is made in 
the heating coil layout to take care of this problem. 


PREFABRICATED FLOOR SLAB 


Prefabricated floor panels of two-way bar joist construction in which, 


before erection on the steel, radiant heating ceiling coils, wiring and 

supplementary electrical services, sprinkler piping, and plumbing, were 
all assembled. 

Courtesy, G. Lorne Wiggs, Montreal 


Prefabricated floor panels, combined with radiant 
heating, plumbing, wiring, sprinkler piping and 
channels for telephone and other services. 


The illustration showing prefabricated panels of two- 
way bar joist construction on which all of the above listed 
services were mounted in Montreal and then shipped 
60 miles to the job and there erected on a structural steel 
framework, is an interesting example of what can be 
done when an owner decides where and what services 
are wanted sufficiently far in advance of construction 
to permit study and careful planning and cooperation 
between Architects, Engineers and contractors. 


Windows 


With an indoor-temperature of 70 deg. F. and zero 
outdoors the inside surface of a single glazed window 
will be 17.3 deg. F., with double glazing 49 deg. F. and 
with triple glazing 56.9 deg. F. These figures are based 
on co-efficients of transmission of 1.13, 0.45 and 0.281 
respectively. 


As even the best of these co-efficients is 3/2 times, and 
the worst is 14 times, greater than many well insulated 
walls we have used, it is evident that the body heat loss 
by radiation to large glass surfaces, presents a very 
serious problem. 


The only solution appears to be the provision of a 
curtain of warm air passing over the inside surface of 
the glass. Where picture windows are low down close 


109 


to the floor the difficulty is increased and in such a 
situation the most satisfactory results can be obtained 
by concentrating a sufficient amount of radiant heating 
coil in the ceiling so located as to increase the radiation 
downwards at this point and decrease it at the room area 
further removed from the window. 


This problem is of particular concern in Hospital work 
where the patients are all more or less in a weakened 
condition and, as a rule, more lightly clad than under 
normal conditions. 


For them exposure to near-by large glass areas at the 
temperatures given above may seriously hinder their 
recovery. 


The question of light glare also needs consideration in 
hospital work. 


This problem of radiating body heat to a surface 
colder than a block of ice is aggravated when metal 
sashes and frames are used. We then get direct metal 
to metal contact which adds to the difficulty of preventing 
condensation. 


Noise Transmission and Absorption 


The tendency to reduce the dead load of construction 
increases the difficulties of preventing noise transmis- 
sion from one part of a building to another. Vibration 
problems multiply and necessitate sound stopping and 
sound absorption provisions which were never needed 
in old types of buildings where the sheer mass of the 
structure and the lack of hard sound reflecting surfaces 
gave results that can only be got under modern condi- 
tions at greatly increased cost. 


Effects of Frost Action 


One result of stopping heat flow through walls is to 
increase the danger of frost action spalling the face of 
brick work, when bricks with too high a water absorption 
factor are used. 


Construction in which no insulation was used has 
stood for years without signs of disintegration. Bricks of 
the same porosity used in insulated walls are revealing 
indications of frost action on their surface for the same 
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reasons given previously as the cause of vapour trans- 
mission through the walls, coupled with the fact that the 
temperature drop through the wall permits more frequent 
periods of ice formation. 


The provision of open balconies that are very rarely 
used simply invites trouble from frost action on the 
exposed masonry surfaces. 


Effects of Vibration on Building Construction 
and Surface Finishes 


Vibration due to heavier trucking loads on streets, the 
operation of pounding equipment not only in buildings 
but also at considerable distance from buildings, and 
other factors of this nature, are the cause of considerable 
cracking and crazing of masonry, concrete, plaster, tile, 
marble and other unyielding materials. 


The extent of this damage is not realized as it should 
be and, as a result, undeserved blame is put on 
architects, contractors, engineers and manufacturers 
for poor construction materials and workmanship. 


The crazing of Canadian made wall tile that has stood 
up Satisfactorily for many years can definitely be at- 
tributed to the vibration caused by the operation of an 
emergency power generating unit during the recent 
stoppages in hydro-electric power service. This is only 
one of many examples of damage due to vibration 
studied by the writer. 


Conclusion 


While only a few aspects of the newer construction 
and planning tendencies have been dealt with, sufficient 
evidence has been cited to show that copying work done 
outside Canada can lead to many practical difficulties. 
It has one greater disadvantage in that it stultifies Cana- 
dian creative impulse. Evidence of this fact can be seen 
in much of the work produced in recent years. In this 
respect older work had even more defects because of 
copying architectural styles regardless of their fitness, 
but, in putting emphasis on functionalism let us take 
care that, although the paths we follow may be straight 
and narrow, they may not be in the right direction. 
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BUILDING RESEARCH IN CANADA 


By ROBERT F. LEGGET, Director, Division of Building Research, National Research Council, Ottawa 


An Address at the Forty-First Annual Assembly of the Royal Architectural Institute of Canada, February 24th, 1948 


He four decades the work and activities of the Royal 
Architectural Institute of Canada have reflected the 
corresponding development of the industrial and eco- 
nomic life of this country. Those forty years have seen 
the Dominion change from one of the minor industrial- 
ized nations to the third most important trading country 
in the world. The associated changes in the fabric of the 
country are well known; the architectural profession has 
played a leading part in this remarkable development. 
While there may be some question as to whether there 
has yet been developed a Canadian style of architecture, 
it cannot be questioned that there are in the Dominion 
many fine and noble buildings, which stand in 
testimony to the widespread achievements of your 
profession. 


The proceedings of your annual meetings have shown 
clearly the changing trends in architectural thinking. 
Today, buildings have ceased to be the simple structures 
which they were but relatively few years ago, having 
become in many aspects unusually complex in response 
to the steadily increasing demands of those who build 
and who use them. Accordingly, it is perhaps fitting 
that the subject of building research should enter into 
the proceedings of this, your forty-first annual meeting. 
The present is a time when increasing attention is being 
given to the proper application of the scientific method; 
it is no surprise to find the same attitude being dis- 
played towards building and even towards design. 
Your meetings have occasionally been held in Ottawa, 
but it is especially fitting that this meeting should be 
held in the capital city, where are located the head- 
quarters of the National Research Council, for it is to 
report to you on the recent activity of the Council in 
setting up a new Division of Building Research that I 
appear before you at this seminar. 


I feel that it is almost necessary to take the unusual 
course of sounding a personal note at the outset of this 
talk with you, for it is my pleasure to be no stranger 
in your company, even though I am a member of a sister 
profession. My presence here today may be regarded 
as yet further evidence of the singularly cordial rela- 
tions which exist generally in the Dominion between the 
professions of architecture and engineering. My last 
appearance before you was to present a report on archi- 
tectural training in Canada, which I had been asked to 
prepare by your architectural training committee 


(R.A.I.C., 1943). I look back with keenest pleasure to 
a very happy association with your Institute when 
carrying out that assignment. It may be merely a 
coincidence that I appear today to speak with you about 
research. It is, however, to be noted that this associ- 
ation of education and research is also reflected in the 
activities not only of the Royal Institute of British Archi- 
tects but also of the American Institute of Architects, 
in ways which I propose to mention a little later. It is 
at least fitting that thoughts of building research should 
be associated with thinking about architectural educa- 
tion, since the two must advance hand in hand. 


As a further preliminary note, may I set at rest the 
doubts of those who think that I have come here to be 
critical of existing building methods and techniques. 
Nothing could be further from the truth. I have already 
indicated my appreciation of architectural work carried 
out throughout this Dominion. I would assure you that 
all my comments regarding building research are to be 
constructive, bearing on the work of the future rather 
than criticising any work of the past. It will, I think, 
be generally admitted that due to the increasing com- 
plexities of building requirements and functions, the 
time has come when the association of the idea of re- 
search with building has ceased to be unusual and be- 
come rather a necessity. The aim of the new Division 
of Building Research of the National Research Council 
will be to assist in the solution of some of the problems 
associated with these complexities of building which 
still lie ahead for your profession. 


The new Division is a part of the National Research 
Council of Canada. It may therefore be useful to say 
something about the work of the Council at the outset 
since this is not always as well known as it should be. 
The Council has its origin in a report made during the 
war of 1914-18, which was concerned with the mobiliza- 
tion of the scientific resources of the British Common- 
wealth. Canada followed the recommendations of this 
report in 1916 by appointing an Honorary Advisory 
Council for Scientific and Industrial Research, this being 
still the official title of the National Research Council. For 
some years the Council was just a Council, as its name 
applies, but in 1927 the decision was taken to set up 
laboratories to perform work which the Council saw to 
be necessary in a national sense. These laboratories 
soon expanded and in 1932 there was opened the large 
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building on Sussex Street in Ottawa which is now so 
well known. This building soon ceased to be adequate 
for the needs of the great research organization fostered 
by the Council and in 1938 the first steps were taken to- 
wards the development of what are now known as the 
Montreal Road Laboratories. These laboratories, loca- 
ted on a fine site five miles from the center of Ottawa, 
now consist of sixteen buildings, housing principally 
the Division of Mechanical Engineering. It is in them 
that the new Division of Building Research has started 
its work. 

From a small beginning in 1917 the Council's research 
organization had developed to a total of about 300 in 
1939. Today the Council has on its staff, inclusive of 
the Chalk River Project, a total of about 2,500 personnel. 
The active research work of the Council is organized 
under the Divisions of Chemistry, Physics, Applied 
Biology, Mechanical Engineering, Radio and Electrical 
Engineering, with a Division of Medical Research which 
is a co-ordinating medium for national work in this field, 
and a Division of Information Services which is describ- 
ed by its name. In addition, Canada’s Atomic Energy 
Project is now administered under the National Research 
Council, with a Vice-President resident at Chalk River. 
The Council will shortly open a Prairie Regional Labora- 
tory in Saskatoon and consideration is being given to a 
similar Regional Laboratory in the Maritimes. 

The Council's interest in building research is of long 
standing. As early as 1932 the first of a number of com- 
mittees concerned with various aspects of construction 
was formed. This committee led eventually to the set- 
ting up, jointly with the Department of Finance, of an 
administrative committee, which prepared the National 
Building Code. In the work of the Divisions of Chem- 
istry and Physics many investigations have been made 
relating to details of techniques of construction, in 
particular with reference to heating and insulation, as 
well as many studies of paints and protective coatings. 
Before the war thought had already been given to ex- 
tending these activities but the incidence of war neces- 
sarily postponed further development. A meeting was 
held in Ottawa, however, in September 1945, at which 
the whole subject of building research was carefully 
reviewed. Action following this meeting was delayed 
pending the decision of the Dominion Government with 
regard to national housing activities. Soon after the 
formation of the Central Mortgage and Housing Cor- 
poration in December 1945, the Council finally decided 
to extend its coverage of applied research in the major 
fields of industrial activity in Canada by the setting up 
of a new Division of Building Research. The actual 
work of the Division may be said to have started on the 
Ist August 1947. 

In taking this step the Council was aware of corres- 
ponding developments in other countries, the most 
notable of which is the building research work which 
has been done in Great Britain. The British Building 
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Research Station was started in 1921 as a result of the 
difficulties being experienced with housing in Great 
Britain after the first world war. It was a pioneer in its 
field and its work has provided and still provides a chal- 
lenging example to all building research stations which 
have been set up since its inception. Its work was des- 
cribed in your own Journal as recently as January 1947, 
in an interesting paper by an architect to whose work 
I shall refer later (Allen, 1947a). More recently a con- 
siderable impetus to building research in Great Britain 
has been given by the work initiated through the Office 
of the Chief Scientific Advisor to the newly created Min- 
istry of Works. This organization has had as many as 
600 investigators engaged on intensive study of the 
many problems associated with post-war building in 
Great Britain. House construction is naturally the prin- 
cipal object of the Ministry's research programme, but 
study is also being made of more general building 
problems. 


In Australia the need for similar activity in the building 
field has been recognized by the setting up of two organ- 
izations for building research, both in association with 
recent housing needs. The Commonwealth Experi- 
mental Building Station is located at Sydney and 
operates as a separate unit under the Department of 
Works and Housing. It is concerned with building 
methods and techniques and works in association with 
a Building Materials Section of the Commonwealth 
Council for Scientific and Industrial Research located 
in Melbourne. These organizations both started their 
work in 1944. In South Africa there has been formed a 
National Building Research Institute having its origin in 
an investigation initiated in 1942. A similar organiza- 
tion is being considered in New Zealand. 


We are fortunate in having already forged close links 
with all the organizations mentioned. It has been my 
good fortune to pay several visits to the British Building 
Research Station, in 1946 and 1947, to see also the corres- 
ponding Road Research Laboratory and some of the re- 
search activity of the British Ministry of Works. The 
Directors of both Australian building research organiza- 
tions have visited us in Ottawa, and the Director of the 
South African Institute will be visiting us later this year. 
No words of mine can express adequately the cordiality 
and helpfulness of the staffs of these sister organizations 
towards our start in this field of mutual interest. The 
Directors of the British Stations and Sir Reginald Strad- 
ling, in particular, have made available to us the benefit 
of their long experience most willingly. Somewhat 
naturally, they look to us for developments in connection 
with cold weather conditions! One of my Australian 
friends was in Ottawa last August—he, alone of those 
mentioned, now realizes fully the truly remarkable 
potentialities of Canada’s climate! 


Not only in the British Commonwealth is this attention 
to building research to be found. The Scandinavian 
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countries have taken active steps in the same direction, 
Sweden having a particularly notable building research 
organization. In this its example has been followed as 
recently as this year by Denmark, while in Holland and 
in France there are corresponding building research 
institutes. 


The remarkable programmes of industry-sponsored 
research into many specialized features of the building 
field which have been and are being carried out in the 
United States will be well known. What may not be 
so well known is the recent setting up of a Building Re- 
search Advisory Board under the auspices of the 
National Research Council of the United States. It is 
intended that this Board shall correspond generally with 
the Highway Research Board, which now has a splendid 
record of almost thirty years leadership in its field. The 
Building Research Advisory Board is at present being 
organized and it is expected that its first meeting will be 
held in the near future. 


The National Research Council of Canada is there- 
fore in good company in having set up a new Division 
to give attention to the many pressing questions in the 
building field with the solution of which research may 
be able to assist. It is more than usually significant 
that most of the building research organizations in other 
countries (with the exception of those in Great Britain) 
have been started only within the last few years. With 
so much building under way, and so much more in 
prospect all over the world, it is well that scientific re- 
search should be called upon to assist in meeting build- 
ing problems. Nowhere is this more true than in 
North America. And it may not be too presumptious 
to suggest that in this, as in other comparable matters, 
Canada’s favourable position as a link between the 
United States, the United Kingdom and the other Domin- 
ions places us at once in a position of great responsibility 
and of unusual opportunity. 


You will be specially interested in the part which 
architects have taken and are taking in these several 
developments of building research activity. In Great 
Britain architects sit as regular members of the Advisory 
Boards to both the Building Research Station and the 
work of the Office of the Chief Scientific Advisor to the 
Ministry of Works. The interest of the Royal Institute 
of British Architects (with which your Institute has such 
close relations) is shown by the institution of a Building 
Science Board as an integral part of its organization. 
This Board conducts studies and arranges for technical 
meetings and for special technical papers which are 
presented to your sister Society. It is of significance 
that the first report of this Board dealt with the question 
of architectural education in Great Britain. Although 
this report may not have received unanimous support 
from the members of your profession in Great Britain, 
it was widely acclaimed as an important document and 
shows clearly the interrelation between educational ad- 


vance and the philosophy of building research. Even 
though you may not be familiar with the existence of 
the Building Science Board, you will all know well of 
the important scientific papers on various aspects of 
building research in Great Britain which have appeared 
in the Journal of the R.I.B.A. It is of some interest to note 
that exactly two hours before the delivery of this paper, 
a lecture on “The influence of technical research on 
design and methods of building” was given by M. 
Hartland Thomas to the R.I.B.A. in London. A similar 
Situation exists in relation to the building research or- 
ganizations in other European countries. In Denmark, for 
example, architects have taken a prominent part in the 
organization of the Danish Building Research Institute. 


The same interest of the architectural profession in 
building research is shown by recent developments in 
the United States of America. You will be familiar with 
the recent starting of a new publication (The Bulletin) by 
the American Institute of Architects in association with 
the setting up of their Department of Education and 
Research — the two ideas again intimately associated 
(A.I.A., 1947). American architects have played a leading 
part in the negotiations which are still proceeding with 
regard to the organization of the Building Research Ad- 
visory Board of the National Research Council of the 
United States. One of these architects is Professor 
William Schiek, who is Coordinator of the Small Homes 
Council of the University of Illinois, to which I pay trib- 
ute as one of the most significant housing research 
activities on this continent known to me. An architect is 
directing a similar activity at Louisiana State University. 
Finally, your kindness in inviting me here to speak with 
you this afternoon is evidence enough of Canadian in- 
terest in the possibilities which the application of re- 
search to building problems appears to hold. 


Against the background provided by this brief 
historical review you will perhaps be able to appreciate 
the better the action recently taken by our own National 
Research Council in setting up the new Division of Build- 
ing Research. Your next question will naturally be with 
regard to the work which we have in view. Let me at- 
tempt to sketch very briefly the principal directions in 
which we hope to advance. 

The National Building Code has already been men- 
tioned. Many of you will know it as a splendid guide to 
the preparation of municipal ordinances regarding build- 
ing. Its preparation involved a great deal of work on the 
part of many members of the R.A.I.C., including prob- 
ably some who are present today. It has been widely 
acclaimed in other countries and has been described 
as probably the best general building code in existence. 
Such a code, however, can never be a finished docu- 
ment. It must continually be kept under revision in 
order to be in accord with changes in practice and ad- 
vances in technique. It is accordingly planned to have 
the National Building Code administered in the future 
under the new Division of Building Research. 


113 


This will be a major task and a continuing task, since 
it is intended to keep the Code up to date and in con- 
formity with the new building practice which is found 
to be satisfactory for Canadian conditions. The work 
will be continued through the medium of committees 
(upon which we hope architects will sit), assisted by a 
technical staff when suitable men can be found for this 
special work. An indication of the future plans is the 
suggestion that future editions of the Code may be 
published in loose leaf form in order that individual 
sections may be issued as they are revised, for general 
convenience. Correspondingly, it is intended to as- 
semble the most complete collection possible of local 
building codes from all Canadian municipalities so that 
these may be available for reference and may eventually 
be cross indexed. This latter work will be a part of the ef- 
forts which will be made in assisting all responsible 
agencies in Canada to achieve as much uniformity in 
their building regulations as is possible. 


This building code work, if it is to be properly done, 
necessitates the availability of complete and up-to-date 
information regarding materials, techniques and meth- 
ods in the building industry. For this reason, and for 
others yet to be mentioned, one of the major tasks of the 
new Division will be the assembling in Ottawa (in con- 
junction with the N.R.C. Library) of the most complete 
collection of printed information on building practice 
that it is possible to bring together. It will be a matter of 
years before even existing information can thus be as- 
sembled but the task will have high priority in view of 
its general usefulness. The information thus assembled 
will always be available for use by those concerned 
with the industry, this being another reason for its in- 
clusion in the initial programme of the Division. Event- 
ually, therefore, we hope to be able to answer at least 
some of your technical enquiries. The Division will 
naturally work in close association with the existing 
Technical Information Service of the Council, which 
some of you may know already in view of the work of its 
regional offices, located in leading cities across the 
Dominion. 


Since the field to be covered by the new Division is 
so wide, enquiries must of necessity form a very definite 
part of its procedure in the organization of its research 
programme. It would not be difficult to draw up immedi- 
ately a list of many hundreds of problems in the build- 
ing field which could usefully be investigated as re- 
search projects. In the selection of those which should 
receive immediate attention, the character of the en- 
quiries received by the Division will prove a most useful 
guide. This has been the experience of other building 
research organizations and will show why we shall al- 
ways rank highly the handling of technical enquiries. 
A final reason for this emphasis on the building up of 
an information center is the need for a complete study 
of all the work that has been done elsewhere on any 
problem which is being tackled before active research 
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work upon it is started in Canada. This is an essential 
procedure with all scientific research work but it will be 
of special importance to us in view of the many problems 
already in view and of our limited facilities and 
man-power. 


You will have noted that the name of the new Division 
is the “Division of Building Research” and not the 
Division of Housing Research.” The Division is starting 
its work on a very long term basis with the ultimate ob- 
jective of serving the whole field of building. At the 
present time, however, problems of residential con- 
struction are of such a critical character that housing 
problems must naturally be given every priority, even 
in the very limited work which the Division is already 
able to do. In all housing matters the Division will always 
work very closely with the Central Mortgage and Hous- 
ing Corporation, which it is to serve as a research wing 
on all the technical aspects of house and residential con- 
struction. There has already been formed a very happy 
agreement as to the method of this joint operation in the 
housing field. The Division will be concerned with in- 
vestigation into special technical problems, the provi- 
sion of technical information and with all questions con- 
cerned with building codes and regulations. All other 
aspects of housing practice, from the national point of 
view, are the responsibility of the Corporation. In as- 
sociation with the Corporation the Division looks for- 
ward to carrying out research work on actual housing 
projects in Canada of an “operational” character. Corre- 
spondingly, joint study will be made of new materials 
and new processes when these are seen to be of any 
possible practical value to the solution of the vital hous- 
ing problem. It is hardly necessary to point out to such 
an audience as this that there is no “short-cut” to even 
the technical part of the housing problem. But for the 
record, and since there are possibly some who think 
that since the Division of Building Research has been 
set up the solution to the low-cost housing problem will 
be available in a few weeks, may I observe that our work 
can have but little, if any, effect upon current housing 
practice for some time yet to come. Research is of neces- 
sity a long-term proposition; in no field is this more cer- 
tain than in building work. 


Let me emphasize as strongly as I can the importance 
with which we view all possible work on housing re- 
search. At the same time may I emphasize equally 
strongly that research work in this field cannot quickly 
be effective. Many of you will have heard glib talk (prob- 
ably with some misgiving) about the possibility of 
“building houses in just the same way as automobiles.” 
There are many reasons why this cannot be so of which 
I need mention only one. The automobile happens to 
have four wheels whereas a house does not, and until 
someone can suggest how the installation of sewer and 
water pipes and the necessary excavation of soil can be 
mass produced in a factory such talk of ‘’automobile- 
housing” is visionary. Much advance can probably be 
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made by prefabricating housing components and even 
house structures but in Canada we must remember that 
improvements in construction methods on the site are 
equally necessary and may be equally effective. But, 
as many authorities have pointed out, improvement in 
technique is but one of the several factors which to- 
gether can lead to reductions in the overall cost of hous- 
ing; nowhere is this more true than in Canada. Probably 
no one has stated this more clearly than Catherine Bauer 
in her notable publications, including her book ‘Modern 
Housing.” Some of you may recall that in that volume 
of several hundred pages the distinguished authoress 
devotes only a few to questions of construction tech- 
nique, a fact which I leave to speak for itself. Housing 
research can help, however, and it will be our contin- 
uous effort to make a real contribution to this field. 


Since building is a matter which must always be con- 
sidered in relation to local conditions, climatic and geo- 
logical, the work of the Division is being planned from 
its inception with this fact in view. We hope before long 
to be conducting actual operations on a regional basis 
from centers in the Maritimes, in the Prairie Provinces, 
in British Columbia, and the North West Territories, and 
naturally in the central provinces of Ontario and Quebec. 
In all these regions which have such distinct charac- 
teristics we shall hope to work with provincial and local 
authorities, particularly with the universities and their 
schools of architecture. 


I have probably said enough to show the general 
trend in which we hope to direct our work. It may be 
useful if I just list a few of the matters to which we have 
already given some attention, either directly or in as- 
sociation with others—studies of local foundations, the 
economics of wall design in relation to insulation and 
vapour penetration, time and motion study of house con- 
struction, the economics of winter construction, masonry 
deterioration and methods of outside painting. These are 
but some of the matters still under review but they will 
indicate to you the type of technical problem which we 
hope to study in detail. 


What has been said about the work in view will show 
you at least three things. In the first place, the work of 
the Division will not be carried out merely in the cloi- 
stered atmosphere of the laboratory but in close associ- 
ation with building construction. You may recall my 
plea for an appreciation of construction experience in 
architectural education. In the work we have in view I 
hope to “practice what I have preached” in relation to 
all our research work. In the second place, you will note 
that our activities must necessarily cover a very wide 
field. We therefore look forward to cooperating as 
closely as possible with all existing research organiza- 
tions in this country and with corresponding building 
research organizations in other countries. The promises 
which we have received from all the other agencies with 
which we have been in touch with regard to cooperative 


endeavours have constituted one of the greatest possible 
encouragements at the outset of our work. I hesitate to 
mention any by name but perhaps I might refer appreci- 
atively to the Forest Products Laboratory, to the Divi- 
sion of the Bureau of Mines, to the Geological Survey 
and to the Dominion Bureau of Statistics, here in Ottawa, 
and to the Dominion Meteorological Service in Toronto, 
since many of you will know their work. You may be 
sure that we shall in no way encroach upon the fields 
of these and similar splendid existing organizations but 
rather seek to work with them towards a common goal. 


The third and last point upon which I would comment 
is that many might think a large number of the problems 
with which we may deal have already been solved on 
the basis of experience and that experienced architects 
already have opinions of their own with regard to the 
solutions. I do not question this point of view but merely 
observe that the time seems to have come when the 
words of the great Lord Kelvin appear to be particularly 
applicable to the complex problems of modern building. 
On a famous occasion he said that ‘‘one measurement 
is worth more than a thousand opinions.” We hope to 
make a small contribution towards measuring some of 
the things upon which most of you have opinions. But 
we hope that in this measuring process we may contin- 
ually have the benefit of your judgement, your con- 
sidered opinions, and your wide experience. There must 
be, for example, many buildings in this Dominion which 
contain experimental features from which much useful 
information could be derived. We hope that in the course 
of time members of your profession will be good en- 
ough to help us to discover these buildings and to record 
the information which they can give so usefully. 


Some may think that building research should be con- 
fined to the attention of architects! This is a matter upon 
which I naturally speak with unusual diffidence but I 
would venture to submit with very great respect just 
two comments. In the first place, and as I have said be- 
fore in the pages of your Journal, I suggest that it is 
impossible to draw a dividing line between where 
architecture begins and where engineering ends in 
modern building work (Legget, 1945). In the second 
place, and in keeping with my expressed views on this 
subject, the professional members on the staff of the 
new Division will never be referred to officially as either 
architects or engineers (so long as I am privileged to 
have anything to do with the use of such names) but 
will always be called “Research Officers” of different 
grades. 


I make this last comment with much feeling since it 
is my keen desire to have architects playing a prominent 
role in the work which lies ahead of the Division. It is 
of more than passing interest to know that two of the 
senior architects on the staff of the British Building 
Research Station received their architectural training in 
Canada. Both incidentally are sons of professors of 


115 


physics at Canadian universities and they are now en- 
gaged upon work which is described as architectural 
physics. Mr. William Allen (who described the work of 
the British Station in your Journal last year) has carried 
out much notable work in the special field of lighting in 
relation to buildings and has recently made a most not- 
able contribution to the actual planning of buildings in 
relation to light orientation to which I would respect- 
fully draw your attention as an outstanding example 
of the unusual contributions which architects can make 
to building research in view of their special training 
(Allen, 1947b). His colleague, Mr. Richard Eve, is simi- 
larly engaged upon important heating studies. We hope 
to be privileged to see such work as this done by archi- 
tects in the new Division as part of the great job which 
lies ahead. We can only do this if we have the sym- 
pathetic interest of Canadian Architects— in whose hands 
rests the application of so much of the work which we 
shall do. When we have progressed far enough to justify 
your confidence, we hope that we may have also the 
active support of the Royal Architectural Institute of 
Canada in our work. Finally, since the value of our work 
will depend almost completely upon the staff that we are 
able to attract, it is my hope that you may be able to 
assist us in recruiting suitable men for this work from 
the junior members of your profession. It is for this 
reason that we look forward so keenly to working close- 
ly with all the Schools of Architecture in this country 
and correspondingly to serving them to the very best of 
our ability as our work advances. Inevitably, I have again 
mentioned education in relation to research but this per- 
haps is a fitting note upon which to bring our considera- 
tion to a close. 


Engineers are usually expected to define the terms 
they use at the outset of their statements. Today, I am 
reversing this practice. We have been talking about re- 
search—what do we mean by that all-too-popular word? 
There are innumerable definitions available. There are 
those who, quite seriously, regard research as taking 
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useless information out of books which are never used 
to put it into new books which never will be read. An 
architectural journal, which shall be nameless, defines 
research as the systematic collection of useful informa- 
tion—a concept as vague as it is vast. Naturally, I can not 
presume to define research in words of my own, nor can 
I with propriety draw upon the writings of engineers or 
of architects for this purpose. Let me rather conclude 
by using words of a member of another profession, to 
which we are all beholden. I refer to a great figure in the 
field of medicine, the man who was private physician 
to King James the First of England. You will know him 
better as William Harvey, the discoverer of the circula- 
tion of the blood. A true research worker, some of his 
words are going to be a continuing guide to the new 
Division as it starts on its way; these words— 


“It were disgraceful, with this most spacious and ad- 
mirable realm of nature before us, and where the reward 
ever exceeds the promise, did we take the reports of 
others upon trust, and go on coining crude problems 
out of these, and on them hanging knotty and captious 
and petty disputations. Nature is herself to be addressed; 
the paths she shows us are to be boldly trodden; for 
thus, and whilst we consult our proper senses, from in- 
ferior advancing to superior levels, shall we penetrate 
at length into the heart of her mystery ... Truly in such 
pursuit it is sweet not merely to toil, but even to grow 
weary, when the pains of discovering are amply com- 
pensated by the pleasures of discovery.” 
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A house for a family with 3 young children, located at a wooded hill sloping East toward a lake 
and South toward marshland. 


The essential character of a one storey house is maintained except for partial elevation to prevent 


dampness in the living areas, to gain better view of the lake and to increase exposure to 
summer breezes. 


A flexible space is provided for all members of the family; for the children, by including their 
bedrooms with the playroom and for the adults by the possible combination of the playroom 
with the living area for entertaining. Separation of the outdoor areas on various sides of the 
house provides for outdoor play, easily supervised from the kitchen and removed from the 


waterfront. The hollow center of the house forms a windscreened adult outdoor living area in 
full view of the lake. 


A future addition, cantilevered out toward the lake, will accommodate completely private 
quarters for weekend guests and a screened and covered outdoor dining area. 


Aesthetically the building is a simple rectangular mass, lightened by a dissolved center and 
partial elevation from grade. The horizontal penetration of the mass is completed by a two 
storey open wall piercing the core of the building vertically. 


The rigid angularity of the whole composition is emphasized by the contrast of the strong incline 
of the ramp leading to the lake. 
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This building, completed July 1947, is a stadium type cinema situated 
in a better class residential district. Of reinforced concrete construction, 
it embodies three new features, a visual front without the usual display 
frames and program lettering, wave break interior treatment for 
acoustics and push-back seating. 


The ceiling of the lobby has been sound deadend by the use of flock 
applied directly to the plaster. 


LOBBY 
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BAILEY METER COMPANY 


LUKE, LITTLE AND MACE, 


This reinforced concrete building is a typical of many small manu- 
facturing buildings in Canada. The office at the front of the building 
is in constant touch with the assembling activities in the manufacturing 


area. Shipping and receiving is carried out at the rear. 
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A COUNTRY CLUB 


By JAMES E. SECORD 


FOREWORD 


The purpose of this report, is to describe and illustrate 
the various site planning and Landscape problems 
involved in designing this Country Club, and to explain 
the Landscape Architect's solution to the problem. 
Sketches are used where possible, to illustrate the ideas 
as conceived by the Landscape Architect, and are intro- 
duced here in an attempt to get away from the all too 
frequent “magic word picture method” which in the end, 
may prove a false illusion and, a disappointment to the 
average client. 
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This book is designed for the purpose of a more 
intimate study of the problem, and it is felt it might be 
passed among club members freely. It could even be 
taken home, where the family might browse through it 
at leisure. Ordinary plans are bulky, awkward things, 
and even at best are incomprehensible to the ordinary 
man on the street. 
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IN NEW 


HAMPSHIRE 


The following is a First Special Thesis Problem submitted 
in 1947 by Mr. Secord for a Masters Degree in Landscape 
Architecture at the Graduate School of Design, Harvard 
University. 


THE PROBLEM 


A brief description follows of the factors as laid down 
by the student in his ‘Statement of the Problem,” which 
was submitted to the Chairman of the Department of 
Landscape Architecture, Graduate School of Design, 
Harvard University 6th, January, 1947. 


A newly formed Country Club of fifty members (All 
young business men of Boston and vicinity) have pur- 
chased some Forty or Fifty acres of land on a small lake 
near Franconia, New Hampshire. It is their intention to 
develop a Club, which would be principally a week- 
end Club that would be open all year round. Because 
of its proximity to a fine 18 hole golf course, and being 
in the heart of the ski country the activities within the 
Club will not be elaborate but of a more intimate nature, 
however, a Stable for ten to fifteen horses will be re- 
quired, a boat house for punts, canoes and sail boats 
and a Beach House. 


Fairly extravagant Terraces off of the main Club House 
are requested so that in the more pleasant months of the 
Summer, outdoor dining, and lounging, can be under- 
taken on “the grand scale.” 


Cabins for thirty families are requested, as well as 
fifty rooms in the main building, the rooms it is felt would 
only be used to capacity on Skiing week-ends. Three 
Tennis Courts and six Squash Courts are to be provided. 
Living quarters for twenty servants, as well as storage 
space for power mowers, storm windows etc. Parking 
space for seventy-five cars. 


The view to the South over the Lake is a particularly 
fine one, and the club members feel every means must 
be taken to fully exploit this feature. The preservation 
of the White Pine—White Oak character which exists, 
is requested. 
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General 


The Landscape Architect and the Architect have made 
several joint visits to the property, so that the actual 
Siting of the various buildings is one of compromise 
e.g.:—the Architect felt that the main building could be 
nearer the lake, but, as the Landscape Architect pointed 
out, this involves many grading problems in order to 
facilitate ease of approach, and a reasonable physical 
relationship with other buildings and activities. 


A diagram of the mechanics involved as agreed upon 
by the Architect, and Landscape Architect, is outlined 
graphically above. 


Main Entrance 


A small duck pond backed by birch and mountain 
laurel, serves as a marker for the main entrance, low 
stone walls also help to define the opening. Two sizable 
White Pine, together with rhododendron flanking the 
main drive, produce the main planting effects. 


The drive curves throughout its length, having easy 
grades (not exceeding 4.5%). It is 18 feet in width, and 
surfaced with bituminous paving. 


Traffic Circulation 


Although a right hand approach to the main building 
is desirable and in this case possible, the advantages 
gained by the left hand approach seem to outweigh the 
advantages of the former. An approach up the natural 
swale over easy grades, the view over the lake at the top, 
and the ease of service to both kitchen and servants 
quarters seem sufficient to dictate its position. The ser- 
vants quarters are sufficiently screened so that the main 
building is the dominant one on approach. 


Perpendicular parking is straight forward and ample 
to accommodate up to 90 cars. The Round-about is two 
way to facilitate an easy drop—park—pick-up sequence. 


Club House Entrance 


Because of the change in grade from the turn-around 
to the lounge terrace level, the main entrance is on the 
upper level of the two story lounge, connected inside 
by broad shallow steps. A low stone wall backed by a 
barberry hedge, and a bed of annuals serve to punctuate 
the walk to the main door. A coloured canvas canopy 
may be added later, should overhead protection be 
desired. 


hii: 22 
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A practice Putting Green in the end of the turn-about 
is convenient to the entrance, and parking lot, its shape 
also lends itself to the circular roadway which encloses 
it. 
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Club House and Terraces 


The Club house and Terraces are of sufficient height 
above the lake to catch Summer breezes. A natural 
rock outcropping figures to a large degree in the outdoor 
design areas of the main building. The outdoor lounge 
terrace “grows” out of this outcropping while it is 
clutched’ by a stone retaining wall, which in turn 
evolves from the rock below. Because the main sitting 
Terrace faces South, awnings protect a good deal of it 
from the hot Summer sun. Pines have also been spared 
on the Terrace to add additional shade and psycholog- 
ical coolness. 


SUS 
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The view from the main terrace is “‘vast’’ and “deep.” 
The Dining terrace is separated by a difference in eleva- 
tion from the main terrace and commands a Westerly 
view of the lake. Other than potted plants on the terrace, 
no attempt was made to provide flower beds, as the 
Landscape Architect felt, the view, the Pines, and 
terrace treatment were in their simplicity, quite enough 
to command the situation. 


Beach Development 


As expressed by the club committee, the beach was 
to be rather highly developed, with provisions for more 
than just bathing. The Landscape Architect tried to in- 
corporate three main features in this beach design: (a) 
A sand area. (b) A grass area. (c) A paved secluded area 
with shelter, and possibly some flower beds. 
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These three features evolve around the locker room 
and bar. A two-foot retaining wall separates the sand 
from the grass area, while they are connected with 
broad steps of exceptional width designed to accom- 
modate ‘’sprawlers."” 


Tennis Courts 


In order not to disturb the existing grade the Tennis 
Courts were placed on the only level spot on the prop-. 
erty, they are oriented North-South and are accessible 
through a small shelter just off the West end of the 
turn-around. 


AT nee 


Although the location of the Tennis Courts does not 
particularly relate to the other sports, its proximity to 
the showers in the main building seems to be the 
important relationship, and one that is maintained here. 


Cabins 


The Cabins are of two family type, provided to “‘sleep”’ 
families over Summer week-ends. All meals are served 
in the main dining hall thus no cooking facilities (other 
than a hot plate) are provided in the Cabins. Two bed- 
rooms, a living room, a bath and a screened porch are 
included in the plan. 
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The Cabins are grouped in two densely wooded areas 
of Pine and Oak, both areas command a view to the 
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lake, while they are connected by path with the main 
building. Rhododendrons have been planted through- 
out the areas, to act as partial screens. 


A trail sufficiently wide to accommodate a station- 
wagon, will be cleared and graded, to provide a means 


of servicing the range, and as a means of access. 


Boat House Plant Materials 

Is located about as far to the East of the main club Very little new plant material has been added, only 
house, as the beach is located West, (about 200 yards) in the way of shrubs. The White Pine and large White 
a sizable dock with five berths to accommodate sail Oaks have been maintained wherever possible. Rhodo- 
boats, extends some 75 feet out into the lake. dendron is used on either side of the entrance drive, 


and as a screen in various places. Grey and paper birch 
are used here and there to add lightness. 


No provision has been made for harbouring of speed 
boats as the lake is considered too small, to allow the 
operation of high powered boats, and even the use of 


out-board motors should be restricted, thus making it 


safer for sailing, canoeing, and swimming. 


Red and Yellow Dogwood, and Japanese Yew are 


Skeet Range used for winter colour. A system of bridle paths encircle 
The Skeet Range is located in a small bay on the the property and link up with ihe main trail that follows 

eastern edge of the property. The clay birds will fall the highway East and West. 

over the lake, red flags will be displayed on the rock 

outcroppings on either side of the range, to warn boat- be he 

men that the range is in use, because of the distance 

involved there is no real danger, even if anyone should 

disregard these warnings. 
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À notice in the Journal announcing the elevation of the Honorary 
Treasurer to the position of President of the Royal Architectural Institute 
of Canada usually calls for something in the nature of a panegyric on the 
editorial page. That has been our ancient custom, which from now on we 
shall discontinue. It it were true of his predecessors in office that such a 
practice was unnecessary, it is equally true of Mr. Hazelgrove. His position 
in the architectural hierarchy is too secure to require a eulogy, he is too 
close a friend of his contemporaries in the profession for his virtues to 
require enumeration, and he has a devastating wit, both in speech and in 
print, that he would put to maximum use if anything written here were not 
factual and to the point. 


It is unfortunate that this notice does not appear in the students’ issue 
of the Journal, because Mr. Hazelgrove, more than any other practising 
architect in Canada, sets an example of service to the profession, which the 
young architect might study and endeavour to follow. His professional life 
seems to have been divided almost equally between, on the one hand, the 
affairs of the Ontario Association of Architects, the Registration Board, the 
College of Fellows, the Royal Architectural Institute of Canada, and, on 
the other, his practice. For our new president, the practice of architecture 
is inextricably linked with service to the profession — indeed practice and 
service are, for him, synonymous terms. 


We remember the late Sir Charles Reilly saying that, before he took 
a new member on his staff, he interviewed the candidate's wife. He felt 
that he was employing a team (even if one of them was, for the most part, 
unseen), and that the success of the one was dependent to a large extent 
on the co-operation of the other. No one could carry out her duties with 
more grace than has Mrs. Hazelgrove as wife of the President of the O.A.A., 
or likely will as wife of the President of the R.A.I.C. These, however, are 
high points in the life of her husband. Over the years, how often has she 
been the wife of the chairman of a committee absent on duties that will 
raise the standard of plumbing throughout the dominion, or the annual fees 
of members of the O.A.A. These are the necessary, but humdrum, affairs 
that put the acid test on Sir Charles Reilly’s theory. So well has Mrs. 
Hazelgrove stood that test that it is hard to write of her husband's achieve- 
ments without mentioning her as part of them. 

Presidencies and official honours mean little to a man as modest as 
Bert Hazelgrove. For him, we would guess, there are but two honours that 
have lasting value — to be a citizen of Ottawa, and to have the respect and 
affection of his fellow architects. The former is a statistical fact, and we can 
assure him of the truth and sincerity of the latter. 


Editor 
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OLYMPIC ARTS COMPETITION 


Some time ago, all the members were advised of the 
Art Competition which is being held in conjunction with 
the Olympic Games in London in the summer of this 
year, and were sent the Programme and regulations gov- 
erning the exhibition. At that time, the Institute appointed 
judges to handle the preliminary Canadian judging of 
entries in the Architecture Division, and to select the 
works to represent Canada in the final contests in 
London. 


The Board of Judges has now reported to the Institute 
concerning the results of their preliminary judging of 
entries. Two projects have been selected to be sent to 
London to represent Canada in the Architecture Section 
of the Art Competition and Exhibition of the XIV Olym- 
piad. These are the entry of the firm of Marani and Mor- 
ris of Toronto - the Grandstand at the Canadian National 
Exhibition; and the entry of the firm of Kaplan and 
Sprachman of Toronto - a Golf and Country Club. The 
Institute wishes to extend their sincere congratulations 
to these two firms, and to offer their best wishes for 
every success in the forthcoming Competition. 


1949 ANNUAL ASSEMBLY 


The unprecedented success of the Annual Assembly 
this year has been the subject of discussion by the Ex- 
ecutive Committee of the Institute, and it was decided 
that arrangements for next year’s Assembly should be 
got under way as soon as possible. Inquiries are being 
made as to the possibility of holding the Forty-second 
Annual Assembly of the Institute at the General Brock 
Hotel, Niagara Falls, towards the end of February, 1949. 


ALBERTA 

The R.A.I.C. is understood to be enquiring into the 
question of the requirements that are set out in the 
various provinces for admission to their architectural 
associations. It is right to ensure that adequate stand- 
ards of knowledge be demanded in all the provinces. 
It is probably necessary and desirable that there be 
local variations. The present standards appear to be at 
least fairly similar in all provinces. It will be well too 
that all should not only be equivalent but also that all 
should be the best and of the most suitable kind that can 
be devised and reasonably demanded. 


Where students of accepted architectural schools are 
concerned it is usual that graduates be admitted to the 
association after having served for a stated period in the 
office of an architect who is himself a member of the 
R.A.I.C. These candidates have passed not simply a 
set examination but a long series of examinations and 
they have also had systematic training in a number of 
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subjects involving draughting and other methods of 
study. 

It seems clear that one set examination in which seven 
or eight subjects have to be covered in a few days can- 
not, of itself, be a satisfactory test of a candidate’s know- 
ledge and abilities. This is particularly the case in 
such subjects as Historical Architecture and Design. 
Short test examinations are somewhat more applicable 
to subjects which involve merely the knowledge of facts 
and the application of calculations. For this reason it 
would be advisable to introduce more of the nature of 
thesis and other ‘testimonies of study” into the examina- 
tional system. 

The subject of facilities for study is at the present time 
under considerable strain. Universities and technical 
schools are crowded and there are many young men 
whose circumstances prohibit their making use of even 
these inflated facilities. With such, home study be- 
comes the sole resource. For this purpose it happens 
that there is a great dearth of books. I had occasion 
recently to recommend for purchase by the public 
library a dozen standard and not highly expensive books 
on historical architecture. 


It was found that every one of these twelve books 
is out of print. This scarcity probably does not apply 
to engineering handbooks. Publishers catalogues of 
these arrive daily and they are probably in good supply. 
I am afraid that some will say that this is all that is really 
essential; that a knowledge of historical architecture is 
a secondary matter. The special aim of this letter is to 
represent that the knowledge of historical architecture 
is no secondary matter but one of first rate importance. 
Of all the subjects set down for examination this is the 
only one that has a cultural influence. The rest are 
factual and material. Men who have no personal cul- 
ture may, no doubt, be of great practical service and may 
earn large fees. But they have not the breadth of view 
and the wide human sympathies to which all profes- 
sional men ought to aspire and without which they can 
hold no enduring respect in the minds of their fellows. 
Medical students begin their courses with cultural 
studies. It is a complaint in the engineering depart- 
ments of our universities that many of their graduates 
lack the fundamental elements of culture. Architec- 
tural students have, I understand, so far escaped this 
censure. What is there in their courses besides this 
study of historical architecture to supply the defect? I 
have moved a good deal amongst students of architec- 
ture and of engineering and I have the feeling that these 
live in the here and now and those have all time and 
the wide world ever in their consciousness. Not less 
but more of cultural study is the need of our day. Stu- 


Journal, Royal Architectural Institute of Canada, April, 1948 


dents either of engineering or of architecture would be 
well advised to take a degree in Arts before taking up 
their specialty. What the R.A.IC. may be able to effect 
in improving the standards of the architectural profes- 
sion I do not know but I hope that they will not neglect 
cultural standards. 

Cecil S. Burgess 
MANITOBA 


At the March council meeting of the Manitoba Associ- 
ation of Architects the thought was voiced by the presi- 
dent, Mr. Moody, and acclaimed by council members, 
that this year the monthly provincial letters should come 
from the hand of not one but all councillors in turn. It 
was felt that this would not only lighten the task for one 
particular individual, but that it would give an oppor- 
tunity to bring variety and different opinions to the 


column. Needless to say, I was delegated to start the 
series. | 


An inaugural meeting was held this past month by the 
Arts Council of Manitoba; an organization being formed 
by seven chartered societies in Manitoba which are 
directly connected with the Arts. Mr. R. Patton was 
elected chairman of the council and Mrs. S. Newton, 
secretary-treasurer. Affiliation with the Canadian Arts 
Council is being applied for and it is felt that closer co- 
operation and mutual aid and understanding will be 
created between the member organizations involved. 
The member organizations are: The Manitoba Drama 
League, Canadian Authors Association (Manitoba 
Branch), The Federation of Canadian Artists (Manitoba 
region), The Manitoba Society of Artists, The Winnipeg 
Ballet Club, The Civic Music League and The Manitoba 
Association of Architects. 


The Winnipeg City Council, after considerable de- 
bate, has voted to have Winnipeg's “Metropolitan Plan” 
continued at least until this year’s end and will reach a 
definite conclusion as to its future by the end of Sep- 
tember. That there should have been any real doubt 
as to the value of this organization is hard to understand. 
The excellent work done by the Metropolitan Planning 
Committee and the Winnipeg Town Planning Commis- 
sion since active work started some three years ago, 
cannot perhaps be immediately seen, and certain mem- 
bers of the city council apparently find it difficult to 
understand the real importance of the work being done. 
A greatly expanded public relations program must be 
put into action in the next few months which will strike 
home, not only to our “far-sighted” city fathers, but also 
to the general public as a whole. This is essential to 
ensure the continuance of our planning body. 


Official authorization has been received from the 
University board of governors by Manitoba's Depart- 
ment of Architecture, to make some rather radical 
changes to the present courses. The present four year 
Bachelor of Architecture course is to be extended to 
five years with senior matriculation as the entrance pre- 


requisite. The three year Interior Decoration course 
will be extended to a four year ‘Interior Design” degree 
course with junior matriculation as the entrance pre- 
requisite. The new changes will go into effect in the 
fall term of this year. Veterans, however, will be 
allowed to enter into the old four or three year course 
if they choose to do so. 


The Planning Research Center of the University of 
Manitoba has completed material for two booklets which 
will be published within the next month. One will be 
on “Community Centers” (rural non-electrified)—a plan- 
ning guide which explains the basic approach to Com- 
munity Center planning and gives some suggestions on 
construction. The other will be on ‘Rural Housing’’— 
a series of ten house plans and alternates with sketch 
perspectives. These booklets will be distributed by the 
Departments of Agriculture of Alberta and Manitoba, the 
Department of Reconstruction and Rehabilitation of 
Saskatchewan and by Central Housing and Mortgage 
Corporation any branch. The Planning Research 
Center, under the direction of Professor J. A. Russell is 
under the sponsorship of the Prairie Rural Housing Com- 
mittee which in turn is sponsored by the governments 
of Alberta, Saskatchewan and Manitoba and the Central 
Housing and Mortgage Corporation. 

Ernest J. Smith 


THE SCHOOL OF ARCHITECTURE 
THE UNIVERSITY OF MANITOBA 
ANNOUNCES 


the following changes in the courses in Architecture and Interior 
Design, effective for the season 1948-1949 


Department of Architecture 


Architecture will become a five-year course, leading 
to the degree of Bachelor of Architecture. 


The entrance requirement will be Senior Matricula- 
tion (Arts I or Grade XII, Manitoba, or equivalent). 
Students who have completed the former Pre-Archi- 
tecture course prior to September, 1948, may enter 
the first year of the old or new course. 


Veteran students entering in September, 1948, with 
Senior Matriculation may enter the first year of the 
old or new course. 


All others must present Senior Matriculation credit 
and enter the first year of the new course. 

During the session 1948-1949, the first year of the 
new course and all four years of the old course will 
be offered. 


Department of Interior Design 
Interior Decoration will become a four-year course 
to be known as Interior Design and leading to the 
degree of Bachelor of Interior Design. 
The entrance requirements will be Junior Matricula- 
tion (Grade XI, Manitoba, or equivalent), with an 
average of at least 60%. 
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During the session 1948-1949, the first year of the 
new course and the second and third years of the 
old course will be offered. In addition, a special 
fourth year will be offered to enable holders of the 
Diploma in Interior Decoration, who so desire, to 
obtain their degrees. 


ONTARIO 


The President and Council, 
Ontario Association of Architects, 
Toronto, Ontario. 


Gentlemen, 

As a Delegate from the Ontario Association of Archi- 
tects to the 41st Annual Assembly of the Royal Architec- 
tural Institute of Canada, held in Ottawa on February 
the 23rd, 24th and 25th, it is with particular pleasure that 
I report to Council and offer the following observations. 


It would appear that we have had this year one of the 
largest registrations in the history of the Institute. The 
attendance of architects from the Maritimes and from 
the West Coast together with many members from all 
of the other Provinces helped in no small way to make 
this Assembly the success that it was. The various 
meetings were all well attended and a keen interest was 
shown in the operation and affairs of the Institute. 


The President and the Executive Committee presented 
most favorable reports on all activities during the past 
year, and the retiring President is deserving of our high- 
est commendation for his work during the past two 
years. Perhaps the brightest star was the report of the 
Editorial Board of the Journal. Great credit is due the 
Editor, the Publisher, and the Chairman and members 
of the Board for a work well done, and many favorable 
comments were heard of the high standard that has been 
achieved in the production of the Journal. The financial 
statement was a ‘honey’ and the Institute has every 
reason to be proud of this accomplishment. Plans al- 
ready made for 1948 augur well for another successful 
year. 


Some question was raised as to holding the Assembly 
at the beginning of the week rather than at the end, as 
in the past. It was explained that facilities and accom- 
modation at the Chateau, with the House in Session, more 
or less dictated the policy adopted this year. 


The three seminars were very well attended and 
proved of considerable interest to the members. It 
was the general feeling of the meeting that this feature 
should be carried forward into future Assemblies. 


The visit to the National Capital Planning Service and 
to the National Film Board Offices to view the progress 
that has been made on the National War Memorial pro- 
ject was most interesting, and M. Jacques Greber was a 
genial host to the members in describing the develop- 
ments to-date. 


Following the pleasant time spent at the Officer's 
Mess, Lansdowne Park, on the Tuesday evening, several 
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of the younger members were enquiring as to the tradi- 
tions attending The Andrew Cobb Memorial Dinner. I 
do think that an explanation should be given so that 
those who never knew or heard of the late Andy. Cobb, 
hailing from Halifax with his musical cigar box violin, 
might be informed of his loyalty to the Institute, and of 
his many fine qualities as an architect and the respect 
in which he was held by his colleagues. 


The writer would be remiss if some reference was 
not made to the efforts of the Ottawa Chapter in enter- 
taining the members throughout the period of their 
sojourn in the Capital. We are grateful for their kind- 
ness and hospitality. 


In our new President, A. J. Hazelgrove, F.R.A.I.C., who 
is so well known to the Ontario members of the Institute, 
and who has contributed greatly of his talents in the 
advancement of the profession, and of his personal 
charm, we have a capable ‘Master for the Ship’ during 
the coming year. Itis assured that under his wise coun- 
sel and guidance, the Institute will flourish and grow in 
stature. 

It was the writer's privilege to once again extend to 
the Institute, on behalf of the Members of the Hamilton 
Chapter, O.A.A., a cordial invitation to hold the next 
Annual Assembly at Niagara Falls, and we sincerely 
trust the Executive Committee may find this invitation 
acceptable. 

Respectfully submitted, 


W. Bruce Riddell 
CONTRIBUTORS TO THIS ISSUE 


James Govan 


At present Chairman, Toronto Chapter, Ontario As- 
sociation of Architects, and a member of Committee 
on Designing, Constructing and Equipping of Public 
Hospitals in Ontario—a Committee appointed by the 
Lieutenant-Governor in Council. 


Architectural apprenticeship in Scotland and training 
in Glasgow School of Art. 

Came to John M. Lyle’s office in 1907 and appointed 
architect to Provincial Secretary's Department in 1912 
to plan and design Whitby Mental Hospital and other 
work in Public Institutions under that Department. 
Engaged in research studies 1925 to 1929, when 
partnership Govan and Ferguson formed, now en- 
larged to Govan, Ferguson, Lindsay, Kaminker, Maw, 
Langley and Keenleyside. 

Has acted as consultant on Hospital and Institutional 
developments for:--State of New York and New York 
City Hospital Commission. State of New Mexico. Wel- 
fare Department, City of Cleveland, Ohio. National 
Committee on Prisons and Prison Labour, New York. 
Mr. C. F. Neergaard and Associates, New York. 


Material in paper “Newer Construction Methods and 
Materials” developed from data given on slides at 
meeting of Royal Canadian Institute, Toronto, Feb- 


Journal, Royal Architectural Institute of Canada, April, 1948 


ruary 14th, 1948. Also author of numerous papers re- 
quested by Architectural, Engineering, Medical and 
Surgical Societies and other Technical organizations 
in the U.S.A. and Canada. 


Roberti F. Legget 


Director, Division of Building Research, National Re- 
search Council. Graduate, in Civil Engineering, of the 
University of Liverpool. Came to Canada in 1929, after 
experience in Westminster and Scotland. Worked on 
heavy construction until 1936. On the staff of Queen's 
University, 1986-1938. On the staff of the University 
of Toronto, 1938-1947, latterly as Associate Professor 
of Civil Engineering. Author of technical papers and 
of “Geology and Engineering." 


James E. Secord 


Writer of the special thesis problem "A Country Club 
in New Hampshire,” was born in St. Catharines. After 
matriculation there, he proceeded to the Ontario Agri- 
cultural College at Guelph where he obtained the de- 
gree of B.S.A. in Landscape Architecture, 1939. 


From there he went to the Graduate School of Design 
at Harvard University in the pursuit of a Master's de- 
gree in Landscape Architecture. While there he did 
some work with Mr. Daniel Kiley, M.L.A., of Wash- 
ington, D.C., and also enjoyed a summer at Black 
Mountain College, N.C., through a scholarship in 
architecture. 

His studies were interrupted in the Fall of 1941 when 
he joined the Engineers of the Canadian Army. During 
his army service he spent three years overseas as a 
staff officer in camouflage work. 


In November, 1945, he was discharged and returned 
to Harvard to complete his studies. It was during this 
period that the thesis problem was written. Having 
obtained his M.L.A. degree, he returned to Canada, 
and is at present associated with W. A. Salter, 
M.R.A.I.C., at St. Catharines. 


BOOK REVIEW 


STRESS ANALYSIS AND DESIGN OF ELEMENTARY STRUCTURES 
By James H. Cissel 
2nd edition, John Wiley and Sons, Inc., New York, N.Y. 
Chapman & Hall, Limited, London, England. Price $5.00 
A text-book written primarily for those studying 
structural engineering as a minor subject, it deals in a 
comprehensive and competent manner with statically 
indeterminate as well as elementary structures. 


Work in timber, reinforced concrete and structural 
steel does not differ appreciably from that found in 
many other books while the new chapter on light gauge 
steel structures has not appeared before on this con- 
tinent in a structural engineering text. 


Inclusion of exercise problems enhances the useful- 


ness of the book. 
C. F. Morrison 


DATA BOOK FOR CIVIL ENGINEERS, FIELD PRACTICE 
By Elwyn E. Seelye 
John Wiley and Sons, Inc., New York, N.Y., 
Chapman & Hall, Limited, London, England. Price $4.50 
A compilation of field practice including data on:— 
surveying, mapping, construction stakeouts, grading, 
fill consolidation, soil classification, load tests on soil, 
pile driving, timber grading, paving, the design and 
control of concrete mixtures. 
Most of this material would be of no particular inter- 
est to most architects. 
C. F. Morrison 


THEORY OF LIMIT DESIGN 
By J. A. van den Broek 
John Wiley and Sons Inc., New York, N.Y. 
Chapman & Hall, Limited, London, England. Price $3.50 
This treatise considers the strength criterion of a 
structure to be “safe deformation” rather than ‘safe 
stress.” In many instances the two criteria would give 
the same answer while in others, particularly statically 
indeterminate arrangements the difference is significant. 


Since this concept of the performance of structures 
is not considered in most specifications it would be of 
interest to most architects only in an academic way. 


C. F. Morrison 


NOTICE 


After considerable research and testing, the Cana- 
dian Institute of Steel Construction has sponsored a 
method of designing structural steel beams supporting 
reinforced concrete floor and roof slabs in which the 
concrete slabs are considered as a structural part of 
the combined section. 


In order to facilitate design by this principle, the 
Institute has recently published a book giving the 
structural properties of various rolled beams in com- 
bination with concrete slabs of different thicknesses 


and concrete grades. 


Examples of various design problems are worked 
out in the book showing the savings in the weight of 
steel which can be expected. These savings range 
from 8% to 26% depending on the conditions. In some 
cases, there is the added advantage of a reduction in 
depth. 

At this time, when supplies of structural steel are 
limited, engineers will see the wisdom of making each 
ton of steel do the maximum possible amount of work. 
Composite design is a very effective and simple 


method to achieve this end. 


The new handbook is available to designers upon 
application to the Canadian Institute of Steel Construc- 
tion, 124 Bloor Street West, Toronto. 
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FOR ARCHITECTURAL STUDENTS — 


Cs ty Fi 


INSTALLING GLASCON IN BULKHEADS 


Glascon is ideally suited for bulkheads in remodeling of 
storefronts, theatres and office buildings where the existing 
old bulkhead may be removed, because it offers many dis- 
tinct advantages over other materials for bulkhead work. 


ADVANTAGES OF GLASCON BULKHEADS 


1. The solid construction of Glascon greatly increases the 
strength of the glass and offers durability like other solid 
masonry materials. 


2. Glascon has a colorful, sparkling surface for which glass 
is unequaled and a surface which is easily kept clean. 


3. Glascon bulkhead construction offers ease of installation 
of store-front metal settings. Installation is completed by 
fastening directly to Glascon. 


4. Ventilator grilles and receptacles for flush type hose bibs 
(furnished by others) can be cased into Glascon bulkheads. 


5. Either 4” or 8” Glascon may be used in bulkhead con- 
struction. Where 4” Glascon is used it is necessary to back 
it up with either 4 or 8 inches of other masonry. Eight-inch 
bulkheads are usually free standing (not backed up). The 
concrete back of Glascon may be cast to provide for show 
window joists at no extra cost. U-anchors are used in Glascon 
bulkheads to anchor into masonry backing or to provide 
running bond. 


ALUMINUM 
/CORNER BEAD 


4” GLASCON 


Extruded aluminum corner beads are furnished for angles from 
o # . . 
90° to 140°. Mitered or polished round corners are not practical. 


* Registered Trade Name of VITROLITE LIMITED. Manufactured 
in Canada under Canadian Patent No. 372705. 


“Glascon” is the name by which the Libby-Owens-Ford product 
“Glastone” is known in Canada. 


PILKINGTON GLASS 


GLASCON* 


(CONTINUED) 


6. Glascon can be set at any angle required. Extruded alum- 
inum corner beads are furnished for angles from 90° to 140°. 


N.B.—It is suggested that the first 6” of bulkhead above Grade be 
of Concrete or recessed Construction. 


CZ 


ALUMINUM \ 
CORNER BEAD 


8” GLASCON 


ATTACHMENT OF SIGNS TO GLASCON 


Signs on Glascon buildings are often large, often heavy in 
keeping with the solid massive scale of Glascon. Hollow 
metal, sheet metal or solid metal letters may be used. 
Arrangements can be made to properly fasten these signs 
to the Glascon either prior to the setting of it or after it 
has been erected and in place. 


Laminated “VITROLITE” letters, monograms, trademarks, 
etc., may also be used on Glascon. Laminated letters are cut 
from 11732-7716" or 4/4) thick VITROLE Ba and 
are securely anchored and cemented to the Glascon. 


Our Technical Department is always available for consultation 
regarding the properties and uses of Glass in architecture. 


Reprints of this series will be supplied by request—W rite to our 
Head Office. 


LIMITED 


Head Office — 27 Mercer Street, Toronto, Ontario 


Branches: 

HALIFAX TORONTO FORT WILLIAM CALGARY 
MONTREAL HAMILTON WINNIPEG EDMONTON 
KINGSTON ST. CATHARINES The Mark of Distinction REGINA VANCOUVER 


34 


Journal, Royal Architectural Institute of Canada, April, 1948 


FOR SKILLED HANDS 
Zs Powerful tool / 


The technical and artistic achievements of our 
modern world have this in common—they 
are born of the pencil point. 


Engineer, artist, architect, draftsman, designer 
and student—all rely upon the drawing 


pencil to transfer their ideas onto paper, their 
visions into reality. 


VENUS Drawing Pencils are engineered to 

give you drawing and drafting perfection. 

They are accurately graded to assure uniformity 
in all 17 degrees . . . strong in performance 

... smooth and clean in action. 


5 


DRAWING PENCILS 


À 
è 


PR ee 


î + 


VENUS PENCGIL COMPANY, Lrp.-—makers of famous Venus Pens 


SE 
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SOURCES OF SUPPLY 


Alloy Metal Sales Limited 
881 Bay Street, Toronto, Ont. 


Robert W. Bartram Limited 
277 Duke Street, Montreal, Que. 


Wilkinson Company, Limited 
190 West Second Avenue, Vancouver, B.C. 


@ Even the most modern structures must be 
tied together. Metal wire, rather than string 
is used, however, and it is applied to roof 
tiling, ceiling laths, and facing stones. Monel 
tie wire is pliable and easily threaded. It 
can be twisted and tightened on the job to 
a snug fit without breakage during installa- 
tion. Monel tie wire is uncoated and will 
not chip or peel when bent. Monel is a 
tough, strong, corrosion - resistant metal. 
Throughout the life of the building, Monel tie 
wire will withstand sudden shock or shearing 
stresses. To insure maximum protection 
against future costly repairs, “tie-up” with 
Monel tie wire. 


* Monel is the registered 
Canadian trade mark of 
The International Nickel 

Company, Inc. 
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Always Used When 
Fireproof and Permanence 


BRICK & TILE MANUFACTURERS ASSOCIATION 


OF CANADA 
57 BLOOR STREET WEST~ © TORONTO 5, ONTARIO 


OWNERS ARE STRONG FOR 


Peterboro 


EASY TO INSTALL 
SMART 


DURABLE + DIGNIFIED 


Peterboro’s 63 years of experience 
is the architect's assurance of per- 
fection in Peterboro Builder’s 
Hardware. There is a wide variety 
of distinctive designs to fit natur- 
ally into almost any architectural 
plans. 


Design No. 71, shown above, is 
an Inside Door Set of wrought 
steel and wrought brass. Avail- 
ableinall standard finishes, with 


matching front door hardware. 


lA.48 
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Easy, Economical Way 
to Cool Large. Display Areas 


LERT architects are solving the problem of air conditioning 


large merchandise display areas, such as shown above, 
with Chrysler Airtemp Packaged Air Conditioners. These air 
conditioners fit the requirements of stores large and small. 
Because of compact design and ease of installation, they can be 
placed almost anywhere and occupy little floor space. The 
design is so flexible that Packaged Air Conditioners can be 
installed singly, or in multiple, and are easily moved when 
remodeling or changing store locations. Heating coils can be 


placed in the packages for year-round conditioning. Operating 


Chrysler Airtemp Packaged Air Conditioners 
and upkeep costs are exceptionally low. For details, please 


are products of famous Chrysler Corporation 
engineering and mass production skill. write... 


* * * 


: \  HEATING, AIR CONDITIONING, 
Q HAYS ; COMMERCIAL REFRIGERATION 


P'RTEMP J 
© ri Chersine Copa LAN P DA 


THERM-O-RITE PRODUCTS LIMITED 
Montreal Trust Bldg., Toronto 


9 


ASPHALT 


SHINGLES 


Rc glowing reds . . . cool, sparkling blues . . . 
warm russet browns, heathery greens . . . B.P.’s 
wide variety of distinguished solid colours and blends 


enables you to strike just the right colour note for the 
roofs of homes you plan. 


For your selection are colours to bring out the lines of 


the house, to complement the tones of side walls and 
feature details. 


For complete information on 
styles and the many colours 


ANNEE yas Ouse Their colourful beauty endures through years of the tough- 


est weather, for B.P. Shingles are proof against all common 
P.O. Box 6063, Montreal roofing hazards. Economical and easy to apply, they save 


P.O. Box 2876, Winnipeg paint, stain and maintenance expense. 


Dealer—or write us direct: 


BUILDING PRODUCTS LIMITED 


Dealers Everywhere in Canada 
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Controlled 


Steam 
means Heat Comfort 


In Dunham Differential Heating the control of the 

heat supply has been simplified to the point where 

human effort in operation is practically eliminated. 

Thus, there is provided a system that automatically meets 

the constantly changing heat,demands of a building. This 
system utilizes flexible steam, the supply of which is constant, 
but only in the amounts necessary to provide heat comfort 

and to avoid underheating and overheating. 

This system has proved its superiority in buildings of all types 
across Canada. 

Notable, too, is its applicability to zoning to meet demands in 
different parts of a building as may be required for occupancy 
or exposure. 

Dunham engineers will be glad to consult with you 


on Dunham Differential Heating for new buildings % FLEXIBLE STEAM Is ithe most easily man- 

+ : 7 ageable and transportable means with which 

or modernization of present systems. to distribute heat. aa is quickly variable in 

5 temperature and volume, consequently, it can 

C. A. Dunham Co. Ltd., 1523 Davenport respond precisely to changes in demand for a 
Rd., Toronto 4, Ontario. Sales Offices greater or lesser flow of heat. 


in Halifax, Quebec City, Montreal, 


Sherbrooke, Ottawa, Toronto, 
Hamilton, Winnipeg, Calgary nr) 
and Vancouver. Wi 

e 


THE PRIME FUNCTION OF HEAT IN A BUILDING IS TO PROVIDE COMFORT 


HEATING SERVICE 


CHURCHES 


À AS INDUSTRIAL PLANTS 
Vy) OFFICE BUILDINGS 


LS = y . 
f LE LA BASS 1 
SCHOOLS, DIO SK OG Eu) | HOSPITALS 
COLLEGES ff", A || HOUSING PROJECTS Ngan JF AND HOTELS 
A ae a le it 


APARTMENT BUILDINGS ~ 
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SPRAY-OAY- 


This is just an example of what Spray-Day-Lite can do in any plant or building. 
But it doesn’t have to be a grimy foundry, machine shop or basement, for the colour- 
ful and attractive appearance of Spray-Day-Lite has amply justified its use in the 


decoration of many of Canada’s finest Hotels, Theatres, Hospitals, Schools and other 
public buildings. 


For those rush jobs where every hour counts — for industrial 
decoration, offices, etc., Spray-Day-Lite produces better results 
in one coat than provided with two coats of ordinary paint. And 
— no priming or sizing is required. Don’t take our word for it. 


Put us to the proof. Ask for a demonstration of Spray-Day-Lite 
wherever you wish. 


% Whenever you have a decorating problem, consult the Glidden 
Decorative Studio. This service is yours for the asking — may 
save you time and trouble. 


The Glidden Company Limited toronto: MONTREAL: WINNIPEG 
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A ROSCO Bonded Built-Up Roof isn’t just a question of felt, pitch, gravel and labour. The 
quality of ROSCO Materials, the experience of ROSCO Bonded Applicators and the re- 
sponsibility of ROSCO Inspectors are what your clients pay for. 

For a wide variety of applications a ROSCO Buili Up Roof is the most economical investment 
possible. Before specifying a roof, investigate the plus values of a ROSCO Bonded Built-Up 


Roof. 


A ROSCO Bonded Built-Up Roof: 


l Is applied only by selected, experienced Bonded Roofing Contractors 
e “ye 
— men whose ability has been proven — men who know roofs and 
roofing materials. 


D4 Is built-up from the proper use of ROSCO SATURATED FELTS and 
*  ROSCO COAL TAR PITCH plus gravel. 


Is inspected during and after installation by a ROSCO ROOFING 
* EXPERT. 
4. Is protected by a ROSCO BOND which guarantees the workmanship 


and materials during the “Bond Period”, which varies from ten to 
twenty years, depending upon the type of roof specified. 


A ROSCO BONDED BUILT UP ROOF OFFERS:— 


1. Maximum All-Weather Protection; 2. Minimum Cost; 


3. Elimination of Maintenance Costs; 4. Bonded Guarantee. 


Write our nearest office for The cost of a roof depends 


complete roofing information. upon its life. 


THE ROOFERS SUPPLY CO. LIMITED 


TORONTO MONTREAL LONDON OTTAWA QUEBEC 
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The Introduction of 


MITCHELL-CLERK INSULATED 
ALUMINUM WINDOWS 


to the architects of the Dominion of Canada was 


greatly facilitated by the privileges made ayailable 
to us at the annual meetings of 
The Ontario Architects Association in Toronto 


The Province of Quebec Association of Architects in 
Montreal 


The Royal Architectural Institute of Canada in Ottawa. 


We thank the many members who attended the 
gatherings for the keen interest shown in and the 


favourable reception given to this new product. 


MITCHELL 


THE ROBERT MITCHELL CO., LIMITED 


MONTREAL 
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West Ultra-Modern 
SOAPARATUS Fixtures 


From industrial plants to hos- 
pitals, there’s a specific type of 
West SOAPARATUS fixture for 
every type of building or pur- 
pose. Smartly and scientifically 


designed to operate with perma- 
nent efficiency and to save time 
and money, these highly-adapt: 
able fixtures include: 


Complete SOAPARATUS Sys- 
tems. Individual Dispensers 
(Pump Valve, Plunger Valve, 
or Treadle Dispenser for 
Hospitals). 


For details and specifications 
contact one of West’s large staff 
of trained representatives right 
away. And write for our FREE 
booklet. 


5621-27 CASGRAIN AVE., MONTREAL, P.Q. _ 
Calgary - Edmonton : Fort William + Halifax 
Saint John y Saskatoon + Toronto > V 
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PV Brand Weldtex striated 
plywood is only one of 
our famous Plywood prod- 
ucts. There’s a product to 
fit each of your plywood 
needs. We will be pleased 
to supply you with com- 
plete information. 


WATERPROOF 
STRIATED 
PLYWOOD 


The charm of wood is universal. Discriminating 
modern homemakers prefer the warm loveliness of 
beautiful woods for rich wall panelling, built-ins 
and distinctive furniture. 


Available now for even modest homes, Weldtex 
striated plywood is the twentieth century’s answer 
to the demand for lighter, simpler, more beautiful 
building materials. 


Easy to use, quicker even than ordinary wallboard, 
long lasting WELDTEX is the choice of tasteful 
homemakers. 


In designing the homes of today, specify WELDTEX. 


Ontario Distributor: 


UNITED STATES PLYWOOD OF CANADA 
25 DUNCAN STREET, TORONTO + LIMITED 


Headquarters for all your plywood requirements. 
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TURNBU 
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ELEVATORS Pa 


FOR—DISTINCTIVE DESIGN 


QUALITY OF WORKMANSHIP 


LASTING SERVICE 


TURNBULL ELEVATOR 


COMPANY LIMITED 


126 JOHN ST., TORONTO, ONT. 


— An All-Canadian Company 


BRANCH OFFICES AND AGENCIES FROM COAST TO COAST “Cross the Threshold of a Turnbull Elevator in Safety.” 


INSURE 


YOUR CUSTOMERS’ 
INVESTMENT... 
AND YOUR GOOD WILL 


Whether you are planning new construction or additions to existing 
structures . . . be sure to provide for treatment of the wood with 
NUODEX COPPER or ZINC NAPHTHENATE based wood preserva- 
tives. This amazing new treatment . . . proved effective in both 
wartime and civilian use . . . affords lasting protection against rot 
and termites without adding to fire hazard . . . is easily applied by 
brush, spray, dip or pressure treatment . . . can be painted over 
. is non-irritant and is available through paint suppliers. 


For most purposes NUODEX COPPER NAPH- 
THENATE based preservatives give best 
results . . . for colourless treatment, use 
NUODEX ZINC NAPHTHENATE based 


preservatives. 
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LOUE COR CT 


TO MEET THE EVER-INCREASING DEMAND 


Pures 


ADJUSTABLE 
FLAT SASH 
BALANCES 


LOWER COST — EASY TO INSTALL Duplex actually 
costs less. For average house window one balance 
serves upper and lower sash, permitting correct air 


circulation. 


NARROW MULLIONS — NARROW TRIM Duplex 
are installed in virtually pulley stile thickness. Easily, 
quickly adjusted. 


a= Heavy demands for Duplex 


Balances from architects 


in the decision to manu- 
facture them in Canada. 


United States only and 
handled in Canada by 
Arrowsmith Distributors 
Limited. 


in CO 
Balances are fast proving 


method of hanging sash. 
Millions are now in use, 


and again. 


NOISELESS FINGER-TIP CONTROL Sash operate 
with unbelievable ease — do not bind or lock. Operate 
without friction, chatter or rattle. 


NO CORDS OR RIBBONS Fitted with Roebling ‘Air- 
cord” steel cables and rust proof electro galvanized 
casing. No cotton cords to break — no ribbons to kink 


or twist. 


SIMPLIFY ORDERING AND STOCKING. Two sizes 
meet 95% of residential building needs. Duplex per- 
mits a wide variety of metal weatherstrip without 


alteration. 


—DUPLE 


SASH BALANCES LIMITED 


207 FRONT ST. E., TORONTO 


and builders have resulted 


They were formerly made in 


Duplex Adjustable Flat Sash 


the most efficient, low cost 


proving their worth again 
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HR MCMILLAN SALES LTD. 


lan Canad 


Owner—Dept. of Public Works, Quebec. 


Gencral Contractor—Dufresne Engin- 
eering Co., Ltd. 


Steel Fabrication and Erection— 
Dominion Bridge Co., Ltd. 


. Consulting Engineers— Baulne and 


Leonard. 


>rnson Structural Specialties 
I M I T E 
Sales Division: G. F. Sterne & Sons Ltd. 
Brantford, Ont. 


TORONTO MONTREAL 
Tel.: KIngsdale 4672 Tel.: Fitzroy 8581 
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Typhonite Eldorado—the pleasant 


pencil designed to speed your work 


and lighten your day. Eldorado 


works with you—produces the 


best job on every job! 


DIXON'S TYPHONITE 


ELDORADO 


Made in Canada by 


DIXON PENCIL COMPANY LIMITED 


° VANCOUVER 


MONTREAL 


NEWMARKET 


TORONTO 


Eldorado Pencils are 
favourites with engi- 
neers and draftsmen 
everywhere. If you 
would like a sample, 
just send your name 
and address and the 
degree of Dixon 
Typhonite Eldorada 
Pencilyou would like 
to try. 
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METAL FLY 
_ SCREENS 
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Screens on every window add protection and summer 
comfort to all buildings. Metal frame screens reduce to 
the minimum deterioration from exposure or the need 
of refinishing. 


C-P Screens have electro-galvanized steel frames, all 
corners reinforced and wired with No. 16 mesh bronze 
cloth or “Koolshade Sun Screen”, installed by a remov- 
able spline method so that frames can be readily re-wired. 
The narrow frame does not obstruct the field of vision — 
leaves the complete glass area for lighting. Each screen 
is custom-built to the exact measurement of each open- 
ing — painted to customer’s specifications and installed 
by our specialists. Being completely weatherproof C-P 
Metal Fly Screens can be left up all year round, saving 
maintenance costs and storage space. 


Our Sales Offices will gladly furnish free estimates on 
your screen requirements. 


CRESSWELL POMEROY 


LIMITED 


Head Office and Plant: 2150 Oxford Avenue, Montreal, Que. 


BRANCHES 
Royal Bank Building, Winnipeg, Man. 
10306 124th Street, Edmonton, Alta. 


860 Kingston Road, Toronto, Ont. 
123 Cote d'Abraham, Quebec, Que. 
91 Dresden Row, Halifax, N.S. 
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Credit Foncier Building, Vancouver, B.C. | 


| 


To Lighten Labour 


Check these Benefits of 


Cold Cathode 


FLUORESCENT LIGHTING 


Instant Starting—no starters, no ballasts. 
Long Lamp Life—up to 7000 hours. 
Flickerless—even on 25-cycle. 


No eee 
No Glare 


C.E.S.A. approval. 


—soft, uniform 


diffusion of light. 


à à + + à. 


Light the Way to improved Working 
Conditions in Commercial, Institu- 
tional and Industrial Buildings. 


With 


COLD CATHODE 


FLUORESCENT 
LIGHTING 


E.L.RUDDY <SQ° 


TORONTO 


1F-48 
MONTREAL 


In Windsor, De Mers Electric 


HAMILTON 
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New office building erected for 
E. S$. & A. Robinson (Ontario) Limited, 


Paper Converters, Leaside, Ont. 


In the type of building shown above, the walls and ornamental parts 
can be cast in one operation with architectural concrete. That’s an econ- 
omy point worth remembering in your plans for industrial construction, 


apartment houses, hospitals, schools and hotels. It means faster con- 


struction schedules, earlier occupation of the premises. 


Moderate first cost is assured with architectural concrete. So, too, 
are pleasing appearance, permanence, fire safety and freedom from 


costly upkeep. 


We cordially invite architects and engineers to write us for full in- 


formation about concrete as a building construction material. 
Consulting Engineers and Industrial Designers, Margison and 
Babcock, Toronto, Ont. Contractors, A. W. Robertson (Ontario) 


Limited. Built 1946-47. Type of Construction, Concrete Flat Slab, 
Concrete Walls and Canopies. 


CANADA CEMENT COMPANY LIMITED 


Canada Cement Company Building Phillips Square Montreal 


Sales Offices at: QUEBEC MONTREAL TORONTO. WINNIPEG CALGARY 


Thank You, 
Mr. Architect ! 


i 


/ 
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We appreciate your interest in the exhibit of 


“HEAL” Radiation 
“HEAL” Radi-Vector 


at the R.A.I.C. Manufacturers’ Exhibition 
in Ottawa 


HE beautiful Unique “Narroline” Win- 

dows, made possible by the Unique Spiral 
Sash Balance, have simplified wonderfully 
every architect’s problem of fenestration. 
Our thanks to the many architects who took the time off 
to attend the Manufacturers’ Exhibition at the Chateau 
Laurier in February. The interest shown in our exhibit 
of “HEAL” Radiation and “HEAL” Radi-Vector was 


most gratifying and we were pleased to meet the many | 
architects who stopped at our booth. 


They permit him to specify window beauty 
ready made. 


Your millman or lumber dealer can furnish 


these Unique “Narroline” Windows in 
To those unable to attend, we will gladly send a free copy 
of our new 4-page bulletin on “HEAL” Radi-Vector. 
This folder contains complete information on Radi- 
Vector — engineering data, construction features and in- 


stallation diagrams. Write for it today —a post card 
will do. 


all sizes. The correct sizes of Unique 


Spiral Sash Balances, which come in sets 


TO EACH Win 
D 
pal ESSENTIAL 
R SATISFACTORY 
OPERATION 


of four, are also sold by millmen and 


lumber dealers across Canada. Insist al- 


ways on full sets of four balances — two 
for top — two for bottom. 


UNIQUE “<= 
SASH BALANCE 
COMPANY, LIMITED 
604 de Courcelle Street 


“Heat with Heal Heat’ 


CONVECTION | 
AICSUURNIE Made in Canada | 


VAPOR CAR HEATING 


COMPANY OF CANADA LIMITED 


65 Dalhousie Street Montreal Men eee: |. YOU FIND THE 
PERFECT WINDOW! 
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Mel 


TILLSONBURG 


HOSPITAL CABINETS 


Werner your problem concerns an 
entirely new project or renovation of 
an existing building, our experienced 
engineers Will gladly help you plan 
good-looking recessed cabinets to give 
maximum permanent storage space for 


instruments and other equipment. 


Write today for information on 
any of the following: 


Instrument Cabinets e Blanket, 
Solution and Utensil Warming Cab- 
inets e Medicine Cabinets e Nar- 
cotic Cabinets e Nurses’ Stations 
Kitchen Cabinets and Serveries 
Preparation and Central Supply 
Room Cabinets e Counters, etc. 


Illustrated here are a few examples of 
the efficient, durable units built 
by Metal Fabricators. 


Fabricilors 


LM 6S EE eae aaa 


ONTARIO 
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Bowser filtered pools are 


e Brilliantly clean, sparkling, 
clear water invites patronage. 
Engineers and Pool Operators 
agree that Bowser Diatomite Fil- 
tration far exceeds conventional 
filter performance actually re- 
duces pool operating cost. Longer 
filter cycles, lower bacteria count, 
less backwash water, no coagu- 
lants, zero turbidity are all advan- 
tages of BOWSER fil- 
tration—and BOWSER 
uses less space than 
conventional filters. 
Backwashing, draining 
and diatomaceous 
earth precoating are 
all accomplished by 
valve control. No 
high-capacity back- 
wash pumps are 
needed. Available 
in sizes to suit 
your needs. 
Write for Bow- 
ser’s free, illus- 
trated booklet, 
“THE MOD- 
pS ERN WAY TO 
FILTER SWIMMING 
POOL WATER”. 


Simple to Install — Economical to Operate 
a te UseseSmall 
Space 


THE BOWSER WAY 


CONVENTIONAL WAY 


CAPACITY 
CAPACITY 


This simple graph il- 
Justrates the size and 


Bowser Vilters occu- 
capacity of conven- D & D py less floor space, 
tional filter equipment. yet have a capacity 
Compare this with the N W f W identical with con- 
diagram opposite. oO aste o ater ventional filters. 


MONTREAL TORONTO WINNI 
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WEDCO 
HOLLOW 
METAL 
FRAMES 


WEDCO Steel Door Frames are formed 
in a powerful 400 ton press, producing 
straight accurate lines. 


WEDCO Press Formed Steel Door 
Frames offer an infinite variation in pro- 
files to meet Architect’s own designs. 


With WEDCO Steel Door Frames formed 
on our powerful presses special set-ups 
can be made rapidly to take care of unpre- 
dictable job changes. 


WEDCO made Steel Door Frames are 
your guarantee for accurate placing of 
hardware and adequate reinforcings. 


On WEDCO made Steel Door Frames, 
drilled and tapped holes in hardware at- 
tachment plates are invariably backed 
with sheet metal boxes as protection 
against plaster and cement back-filling. 


Our Engineers will be glad to supply in- 
formation on WEDCO Steel Door 
Frames, channel steel frames, angle iron 
frames, hollow metal doors, toilet stalls, 
steel office partitions, and Underwriters 
Labeled WEDCO Fire Doors. 


W.E. DILLON CO, LIMITED 


COPELAND STREET, LEASIDE 


(Toronto 17, Ontario) 


ESTABLISHED 1890 
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TURQUUOISE LINES REPRODUCE SHARPLY 


Take a good look at any black-and-white print (or blueprint) made direct 
from a TURQUOISE pencil tracing, and believe your own eyes. 

EVERY DETAIL IS DISTINCT, for the Electronic graphite is refined down to 
particle sizes of 1/25,000” to deposit knife-edge lines of extreme opacity! 


EVERY LINE IS UNIFORM, because each degree of TURQUOISE is made 
from its own separate formula of graphite and clay. Wax is added for 
smoothness alone... never to change the grading. 


Then try a TURQUOISE at your drafting Z | W 
board, and believe your own hand. = EAGLE ¢ cl 
THE POINT IS STRONGER, because Eagle’s pat- 


ented super bonding process welds lead to (SUPER BONDED) 


wood for extra resistance to breakage. 

THE LEAD 1s SMOOTHER, for TURQUOISE leads l 
are steeped in rare waxes until every particle , 
of graphite glides on its own film of lubricant. 


For a Free Sample, just write to Ernest Eagle, DRAWING PENCILS AND LEADS 


naming this magazine, your pencil dealer, and the 


RE th to ty EAGLE PENCIL COMPANY OF CANADA LIMITED 
217 Bay Street Toronto 1 


10¢ cacu 


... bess in 
quantities 
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In this spacious Quebec Residence 


AGE-HERSEY™:PIP 


OWNER'S NAME: Mr. R. E. Bolton, 4325 Montrose Ave, 
Westmount, Que. 

GENERAL CONTRACTOR: James Thom & Co. Limited, 
Montreal, Que. 


HEATING CONTRACTOR: John Watson & Co. Limited, 
1359 Green Avo., Westmount, Que 


ARCHITECTS: Fetherstonhaugh, Durntord, Bolton & 
Chadwick, 660 St. Catherine St., Montreal, Que. 


DESIGNED BY: Lorne Wiggs Limited, Montreal, Que. 
PIPE SUPPLIED BY: Crane Limited, Montreal, Que. 
TYPE OF PIPE: Page-Hersey Continuous Weld Steel Pipe 


Whether ceiling or floor install is adopted, 
or 9 combination of both Gs shown above, the 
heating system is always completely hidden. 


© Heating system is completely con- 


s and cleanliness. 
- cealed. 


peratures in all rooms © Cannot be tampered with by small 


floors to ceilings. children. : 


Fer long-life satisfaction with Radiant 
Heating and in all your plumbing, specify 


PAGE-HERSEY TUBES Lre. 


THE LARGEST MANUFACTURERS IN CANADA OF PIPE AND TUBULAR PRODUCTS, WELDED AND SEAMLESS 
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- BONDEX 


SOLUTION: 


WATERPROOF 
CEMENT PAINT 


Apply two coats of Bondex 
Waterproof Cement Paint in 
white or color. This product 
seals the tiny cracks and pores 
that let moisture in. 


* BONDEX 


SOLUTION: 


HYDRAULIC 
CEMENT 


Bondex Hydraulic Cement should 
be applied to leak points. This 
product plugs such leaks and sets 
in four hours. Finish with coat of 
Bondex Paint. 


WANT _ IDEAS 


FOR EXTERIOR COLOR 


SCHEMES? Send for New Color Chart on 
Bondex Waterproof Cement Paint. Address 


The REARDON Company, Lo. 


146 ST. PETER ST. 


MONTREAL, CANADA 


Dampness seep- 
ing through por- 
ous masonry 
surfaces like 
stone, concrete, 
cement or cinder 
block. 


JB 


>< 


CEMENT PAI 


= 


Water trickling 
through mortar 
joints, wall and 
floorline cracks, 
during and after 
tains. 


De 755 inp “nt 
for Water pro0 
quon Unt caans walt 

5 ACRS MORTAR JOINTS ©? 
ro 


Qsssss 
Nene 
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In a Kindergarten School Room 


FENESTRA offers a new conception 
in the approach to youngsters. Fresh 
air and friendly sunshine gives added 
attraction for their first contact with 
school. 


New schools have a new look with the beauty 
that is added with Fenestra Steel Windows. These 
craftsman-built windows are easy to open or 
close with one hand — and they stay that way, 
for steel can’t warp, swell or shrink. They’re 
distinctive windows — quality, workmanship and 
excellent hardware make them suitable for the 
finest schools, hospitals, offices, factories or 
homes. 


oer 


| 
| 


AVE., MONTREAL 8. 


Standardization saves in first cost and saves in 
time and money in installation. Your architect 
can show you how Fenestra’s Combination, Pro- 
jected and Casement — can provide the right type 
of window for every building need. 

For economical windows that assure draftless 
ventilation you can’t buy better Windows than 
FENESTRA made from steel! CANADIAN 
METAL WINDOW & STEEL PRODUCTS, 
LIMITED, 160 RIVER STREET, TORONTO 2. 
MONTREAL ADDRESS: 1260 BERNARD 


STEEL CASEMENTS FOR 
HOME AND INDUSTRY 


nS) 
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OAK PANEL DESIGNED FOR PELLER BREWING CO. LTD. 


STONE AND WOOD CARVING 


EG 


a 
Ÿ 
Se. 
Ne 


by 
WM. OOSTERHOFF 


Estimates and Designs 


Phone 7-6068, Hamilton 
65 East 19th Street. Hamilton 


NOW AVAILABLE IN CANADA «+ NOW AVAILABLE IN CANADA 


+ NOW AVAILABLE IN CANADA 


NOW AVAILABLE IN CANADA 


355 Craig St. East | 
HArbour 0574. 


Residential e Commercial e Service Station use 


The Pertect Door for Canadian Garages 


Made in Canada for Canadian conditions, the 
improved How-ell-dor is fast gaining popularity. 
How-ell-dor’s outstanding features — minimum head- 
room, no front clearance, easy installation, plus 
quality materials and workmanship — make it the 
proven favourite of architects, builders and home 
owners. Wide range of sizes and designs. Special sizes, 
chain hoists, electric operators and other special 
features also available. 


Write, wire or phone for details 
MADE IN CANADA AND DISTRIBUTED BY 


48-2 


HOW-ELL-SALES, Inc. 


Montreal, Que. 


* VAVYNVO NI JISVIIVAY MON : 


VAVNVI NI 114V1IVAV MON 


TILE BY 


ASSURES 
@ BEAUTY 
@ CLEANLINESS 
@ SANITATION 
@ ENDURANCE 
FOR FLOORS AND WALLS 


Samples and full particulars available through 
Tiling Contractors or direct from us 


FRONTENAC FLOOR ann WALL TILE CO. 


LIMITED 


KINGSTON - - ONTARIO 


INDUSTRIAL WASHROOM MIRRORS 


Chrome-Framed, Plate Glass 
For Surface Mounting 


Sturdy, functional wall mirrors, a popular 


choice for industrial and commercial build- 


ings. Concealed hangers. Polished plate 


mirrors. Available in the following sizes: 


WR?” 3 17 KYA se OG” 
ose PAN” MAN? see ANY 
1840010 204004 


Architects are invited to write for literature describing 
our wide range of mirrors suitable for industrial and 
commercial washrooms. 


LADORE & COMPANY LIMITED 


365 DEVONSHIRE RD., 
WALKERVILLE ONTARIO 
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Efficiency, peace of mind, and satisfaction in a 

heating system start with the architect’s specifications. McClary 
—makers of quality heating equipment for over 100 years 
have made a continuous study of heating requirements in simple, 


trouble-free economical units for every type of installation. 


Whether your next job is a bungalow or a stately country home 
we have the answer to your heating needs — In preparing your 


heating specifications all you need to do is to 


MEMBER 
CANADIAN CHAPTER 


(Choose MS C | ary 


Sy GENERAL STEEL WARES 


QUALITY | LIMITED 
GOODS 


MONTREAL + TORONTO + LONDON - WINNIPEG - CALGARY - VANCOUVER 


When you wire the P & S 
Despard way, you not only 
get simplicity of assembly 
and installation, but you 
provide under one attractive 
wall plate, a switch, pilot 
light, appliance outlet or 
night light — or any combina- 
tion. The P & S Despard 
wiring system immediately 
appeals to buyers for it pro- 
vides added comfort and 
convenience, smartness and 
economy, dependability and 
safety. 


165NS 


DESPARD WIRING DEVICES 


Manufactured in Canada by 
Renfrew Electric and Refrigerator Company Limited 


RENFREW, CANADA 


ee. 
NGINEERED SOU 
ENGIN STEMS 


Manual of 
ENGINEERED 
SOUND 
SYSTEMS 


Invaluable in planning schools, 
hospitals, churches, stores, 
hotels, auditoriums, indus- 
trial buildings. 


Factual, time-saving data 
on every phase of modern 
engineered sound systems, 
design, practice, 288 pages, 


49 floor plans, 24 sketches and wiring 


diagrams, 32 charts, tables, photographs. 
RE ‘i ous , 2 : > | ray 
Price only $6.00. The most authoritative work book and 


reference manual . . 


. a must for architects and sound engineers. 


ORDER YOUR COPY NOW 


ENGINEERING 
RCA Victor Company Limited, 
Lenoir Street, Montreal, P.Q. 


paid 
Please send postpart 


; MANUAL 
ARCHITECTS Ma dt 
OF ENGINEERED Ai 
S op SYSTEMS: 
SouUND * 
I enclose $6.00. bak es 


PRODUCTS, 


RCA VICTOR COMPANY LIMITED 


Halifax Montreal 
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Ottawa 


Toronto 


Winnipeg Calgary 


0.0/0! O10 "<0... OD8 O16" 06 0 


Vancouver 


HAVE THE FACTS 
AT YOUR 


Important facts you should know about Spun 
Rock Wool Insulation—important to you and to 
your client! 


e Positive Protection against 
heat, cold and noise. 
Will not settle. 

Fire and vermin proof. 
Does not corrode metals. 


Spun Rock Wool gives permanent satisfaction. 


In Bulk, Batts, Blankets, Pipe Covers. 


SPUN ROCK WOOLS LIMITED 


THOROLD ONTARIO 


Represented by: 
NORMAN A. SMITH COMPANY, 96 Vine Avenue, Toronto 9 
ASBESTOS LIMITED, 1192 Beaudry Street, Montreal 
SHANAHAN’S LIMITED, Vancouver, B.C. 


R.C.A. "FLEXI-FLOR™ 


THE ARISTOCRAT OF RUBBER FLOORING 


ee Li 


MODERN FLOORS for 


Public Buildings + Institutions + Private Homes 


@ Absolutely Guaranteed 

@ Comes in 24 different shades in tiles 
and sheeting 

@ Will not crack—completely flexible 

e 

e 


““FLEXI-FLOR”’ 


Quiet Floors of 
RESILIENT RUBBER 


Does not burn when lighted cigarette 

is dropped on it 

Made in three thicknesses 3/16” and 
” F ” 

Samples and Literature us sommeil ond 53/5 tick 


on Request @ Adds distinction to homes, business 
places and institutions 


Distributed by 


BUILDERS FLOORING AND MILLWORK LTD. 


250 ST. HELENS AVE. TORONTO, ONT. 
Phone — MElrose 3546 


Ee 
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STEEL CONSTRUCTION PORTRAITS: 


STEEL JOISTS 


Combined with a steel frame, steel joist 
construction offers maximum economy 
and construction speed. 


THIS ADVERTISEMENT IS ISSUED BY THE CANADIAN INSTITUTE OF STEEL CONSTRUCTION INC. 


124 8LOOR ST WEST, TORONTO, ONT. 
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How wrong old Jarge’s rid- 
dle has proved! ... 


To-day, it is possible to catch any quantity of mist and air. 
It is possible to control atmospheric humidity and temperature. 
Air movement can be regulated and it can be cleaned just as 


certainly and effectively as a piece of clothing. 


Cimco engineers have the “know-how” on air-conditioning. 
We have engineered some of the largest installations in Canada. 
Many of them industrial; some of them scientific. Many in retail 


stores; others in hospitals and institutions. 


Experience is the greatest teacher in air conditioning. If 


you foresee a problem where skill can help, we invite your 


refrigeration 
air conditioning 


enquiries. 


CANADIAN ICE MACHINE 


COMPANY LIMITED 
REFRIGERATION AND AIR CONDITIONING EQUIPMENT AND SUPPLIES e HEAD OFFICE—65 VILLIERS ST. TORONTO 


Divisional Offices: Halifax * Montreal * Toronto * Winnipeg * Calgary * Vancouver * With Branch Offices across Canada 


SNS 


Electric 
WATER COOLER 


Models OB 25 and OB 60 


CAPACITY Provides, approximately 200 drinks of cool 
water per hour at normal room temperature. One-half 
gallon of cool drinking water is at all times available for 
immediate use. This takes care of peak loads, including 
the filling of water pitchers. 


CABINET—Riagidly constructed, all steel panel type Side 
panel readily removed for access \to mechanism. Has 
convenient recessed toe space at base. 


DIMENSIONS—14” x 14” x 41” high Wed DRUS bottle). 
Total height with bottle 56”. 


FAUCET—Chrome-plated, non-drip, push-in button type 


REFRIGERANT—Freon No. 12... non-toxic . . . non- 
inflammable... non-poisonous . . . non-irritating. 


OPERATING MECHANISM Single cylinder, reciprocat- 


ing type air-cooled unit. 1/6 H.P., 25 cycle or 60 cycle 
A.C., 110 volt capacitor-type motor. 


INSULATION—Insulated with fibre glass and cork... 
hermetically sealed to prevent infiltration of moisture. 


TEMPERATURE CONTROL—Readily accessible at back 


of cooler . . . providing a range of cool water of approxi- 
mately 48°F. down to approximately 39°F 


DRIP BASIN—Waste water receptacle is rust-proof and 
has a capacity of one-half gallon which is more than 
sufficient to take care of drippage or waste. 


REFRIGERANT CONT ROL—High side float automatically 
controls the flow of refrigerant into the cooling coil. 


Weights—Net, 135 Ibs. Shipping, approximately 160 Ibs. 


G. H. WOOD & COMPANY LIMITED 


Sanitation for the Nation 
MONTREAL TORONTO VANCOUVER 


Branches Throughout Canada 


